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Don’t Waste Food This 


Summer 


In hot weather the advantages of a JACK FROST system 
of electrical refrigeration are particularly apparent. By 
installing one now you will insure perfect refrigeration 
throughout the Summer---and for years to come and 
save from one-third to one-half the money you would 
otherwise pay for ice. 


Now is the time to install 
a JACK FROST. Prices 
are reasonable and there 
is a size to suit you. 
Write for Catalogue. 


The 
Jack Frost Ice Machine Co. 


Limited 
347 Sorauren Ave. - Toronto 


Tully Ice Machine Co., Limited 
(Exclusive Distributors) 
Winnipeg - Manitoba 
Geo. Cameron, Ottawa 
/ (Exclusive Distributor) 
Model 200, One-ton capacity; Model 400, Two tons capacity. Ottawa Valley 
Direct Connected, Motor Driven. 

















NEARLY A CENTURY’S SERVICE 


To Hospitals in Canada and England 


The Stevens Companies have supplied the Surgical and Medical of | 
generations with fine quality instruments, a degree of excellence jealously maintained, 


guarded and guaranteed. 


Profession of four 


Our present-day service and methods are based upon the experience 
acquired during this age-long history and tradition 





of 


HIGHEST GRADE SURGICAL 
INSTRUMENTS 


We tender this specialized service and invite your enquiries and orders. 
Specifications on all Surgical Equipment gladly rendered. 
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STEVENS 


COM PANI ES i ea cate Toronto—145 Wellington St. W. 
Winnipeg—396 Notre Dame Ave. 


ort Le A 
a Calgary—327 Seventh Ave. W. 
SSS ee = Vancouver—730 Richard St. 


} ~~ .§ : 
- ~ London, England 
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SMITH’S 
GRAPE JUICE 


New Prices: 


PINTS, packed two dozen to the case 

QUARTS, packed one dozen to the case $4.50 dozen 

INDIVIDUALS, packed six dozen to the case $12.00 gross 
Quantity discount on application. 


Freight paid on five case lots and over to Winnipeg and all parts 
of. Canada east thereof. 


When you buy Smith’s Brand 
you are assured of grape juice of 2 
the highest quality, made from Jams Jellies 





the finest carefully selected Marmalades 


Concord grapes and guaranteed 
to be non-adulterated. Sufficient Tomato Ketchup 


sugar is added to meet the We also enjoy a large hospital 
trade in the above products, in 


general taste. the packing of which the strict- 
5 est standards of purity and 
Hospitals throughout Canada uniformity are maintained. 


have used Smith’s grape juice Unrivalled excellence is assured 
by our careful grading. Our 


for years because they can prices on quantities mean a 
always depend on its uniform rales <2 


quality and unrivalled flavor. 

















We Solicit Your Inquiries 
Either Direct or Through Our Selling Agents 


E. D. SMITH & SONS, LIMITED 


WINONA - ONTARIO 


SELLING AGENTS 
Western Ontario i me ‘ - . 7 z . ‘ 3 re Newton A. Hill, 56 Front St. E., Toronto, Ont. 
Eastern Ontario, Quebec and the Maritime Provinces. Wm. H. Dunn Ltd., St. Paul St. W., Montreal, Que. 
Manitoba and Saskatchewan 2 ‘ Ft > ¥2 ° - Watson & Truesdale, Winnipeg, Regina, Saskatoon 
Alberta yea : . ; Donald H. Bain Co., Calgary and Edmonton 
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Hospital Specialties 


Imperial Oil Limited manufactures and markets a 
complete line of Petroleum ‘Hospital Specialties’. 
Through unequalled facilities and equipment, you 
are assured highest quality, absolute uniformity 
combined with lowest price and quick delivery 
from an Imperial Oil Limited warehouse near you. 


Imperial Floor Dressing 
Not.an ordinary floor oil, but an odorless, 
yermicidal preservative. Closes the pores 
of the wood, eliminates checking and splin- 


tering.. It does not make floors sticky, nor 
track under traffic. Easily applied with 
mop or sprayer. Best results with an 


Imperial Floor Oiler—which insures even, 
economical distribution. One application 
lasts for months, 


Medicinal White Petrolatums 


Imperial Superla White Petrolatum is 
the highest grade Medicinal White Petrola- 
tum made. It is pure white, odorless, taste- 
less and guaranteed not to contain any dele- 
terious or harmful substances. Sold in any 
quantity from tins to barrel sizes. We have 
also a full line of other grades of Petrola- 
tums ranging in color and quality from 
Pure White to Dark Amber. 


Imperial Plant Lubricating Oils 


Imperial Oil Limited offers you a very 
comprehensive line of lubricating oils. pro- 
perly graded for promoting maximum eff- 
ciency in all kinds of plant equipment. In 
addition, our lubrication experts will be 
pleased to study and advise on all matters 
pertaining to correct lubrication. 


Imperial Ioco Liquid Gloss 


An excellent polish for furniture and 
woodwork of all kinds. Keeps it spotlessly 
clean, renews the original lustre. Properly 
applied, Imperial loco Liquid Gloss leaves 
a clean dry polished surface. Pour a few 
drops on a damp cloth and rub thoroughly 
over the surface. Then polish with a sott 
cloth. A little goes a long way. 


Medicinal White Mineral Oils 


Two grades of Medicinal White Mineral 
Oils (Liquid Paraffin), Stanolax Medium 
(d.G. .8/U, ..873), and Stanoiax Heavy (5.G. 
887, .8Y5), meeting the most exacting speci- 
fications of the U.S.P. and Br.P. for raraf- 
fnum Liquidum. Sold in specially prepared 
Medicinal Iron Drums, 4-Gallon, 2-Gallon 
and 1-Gallon Cans. Also Technical Oils 
for purposes where a purely medicinal qual- 
ity is not required. 


Imperial Fuel Oils 


The high standard of manufacture and the 
quality crudes from which they are refined 
insure excellent results from Imperial Fuel 
Oils. Imperial Royalite Coal Oil—the 
choicest of light fuel oils—is clean burning 
and reliable. Our engineers will gladly ad- 
vise regarding your oil heating plant. 


If you are not already familiar with any of the above Imperial 
Hospital :Specialties, a representative will -gladly call to give you 


particulars, prices and samples. 


Write our nearest office. 


IMPERIAL OIL LIMITED. 


Branches Throughout Canada 
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In Canada’s 
Finest Hospitals 


Meyer Bros. laundry equipment is giving faithful service in many of Canada’s 
greatest hospitals and institutions. Installations by Meyer Bros. insure 
superior work, economy of operation, speed and freedom from upkeep 
expense. Thirty-five years of practical experience stands behind every 
Meyer Bros, product. 


HA LO 


Meyer Bros. Improved 100-Inch Five-Roll Flat Work Ironer 


This ironer is probably the easiest to handle of any flat-work ironer made. It is a most economical 
machine to maintain and will produce a large volume of work. Four of the five padded rolls work in 
conjunction with four concave steam chests and the fifth padded roll works in conjunction with a steam 
heated roll which irons the wrong side of the goods. Thus both sides are ironed in one operation. 


Write for Catalogue 


MEYER BROS. 


LAUNDRY MACHINES 
101 Queen Street East - - Toronto, Ont. 


We handle a complete line of Supplies for the Laundry 
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A Complete, Self-Contained, 
Motor Driven Laundry | 
Equipment for the Small Hospital 






LET US SEND YOU FULL PARTICULARS ABOUT THE ECONOMICAL, | 
ADAPTABLE BEAVER UNITS. WE HAVE A SIZE SUITABLE FOR YOUR NEEDS | 


‘Pie Beaver Lauuiey Machiners Casdaovied 


MANUFACTURERS 


Montreal TORONTO Winnipeg | 
eae 

















White Enameled Bassinette Stand on Wheels 








Frame on this stand made of 1 1/16 ins. heavy tubing- oxy welded at all joints. Size 28 ins. 
wide, 84 ins. long, 31 ins. high. We make them to hold from 1 to 6 baskets 14 ins. wide, 24 ins. 
long, 9 ins. deep, with hooks on end or bars full length underneath to hold baskets. Write now for 
prices on different sizes or any other hospital fnrniture you may require. Catalogue on request. 


THE METAL CRAFT COMPANY, LIMITED 


GRIMSBY 33 3 ONTARIO 
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A Thousand Meals Per Day— 
Cooked the 








Way 


THE Cooking Top illus- | 
trated is equipped with 
four, 9-ins. x 24-ins. Inde- 
structible Sheathed Wire 
Elements. These elements 
are of the same construction 

as those supplied with the | 
standard Hotpoint Ranges, | 
and are the latest scientific | 
development to make elec- | 
tric cookery really practi- 
cal. 


The area of the R.16 
Cooking Top is 24-ins. x 
36-ins., and will be found 
ideal for Hospital use. 








R.16 Hotel Cooking Top 





i a B.202 Baking and Roasting Oven pro- 

vides ample capacity for the requirements 
of the average Hospital. Oven dimensions 
are: Height, 12-ins.; baking surface, 74 square 
feet. 

The R.16 Cooking Top, and the B.202 
Baking and Roasting Oven, provide cooking 
equipment sufficient for upwards of one 
thousand meals per day. 


Particulars gladly furnished upon 
request 





B.202 Baking and Roasting Oven | 
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Canadian General Electric Co. Limited | 
TORONTO, ONT. | 
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Hospital Kitchen Equipment 


Heavy Duty 
Electric Range 


Top of heavy cast iron 
polished plates, heating ele- 
aiaene underneath slide into 
contact blocks at back. 
Oven of large capacity, with 
pull-out type elements — 
oven very easy to clean. 
Range also built with plate 
warmer base instead of 
oven; this combination 
found satisfactory in con- 
’ junction with sectional bake 
oven. 





We manufacture all varieties of Hospital 
Kitchen Equipment. Installation plans with expert observa- 
tions and drawings are submitted to Architects and buyers 
without obligation. This is a small part of the complete 
service we are ina position to give when awarded contracts 
for complete installations. Our vast experience, covering 
some of the largest installations from coast to coast, enables 
us to give to each piece of equipment the benefit of a per- 
sonnel conversant with every phase of hospital plans and 
specifications. 


design and 


Our Hotel and Hospital Equipment Department is at your 
disposal at any time in rendering special expert service, and 
awaits the opportunity of communicating with you. 


Enquiries, large or small, receive the same courteous and 
satisfactory attention. 


wie M°Clarys 


Pie tl 
Truck fitted ‘with 


six 


eight-quart aluminum con- 


tainers well insulated with 


mineral wool packing. 


cover also 


Top 
packed. Base 


of truck has bottom and 


centre shelves. 


Alt trim- 
mings nickel plated. Truck 


fitted with Colson wheels. 


EXPERIENCE 





Partial List of Institutions 


Cafeteria of New 
University. 

T. Eaton Co., Toronto, 

Prince Edward Hotel, 


Windsor, 


National Club, Toronto, 
Trinity College, 

Port Hope, 
Memorial Hospital, 

St. Thomas, 
Mental Hospital, 


Essondale, 


St. Mary’s Hospital, 
Kitchener, 
C.P.R. Hotel, 


i 
Vancouver, 


Edward Hotel, 
Toronto, 


King 


Western 
Ont. 


Ont. 
Ont. 


Ont. 
Ont. 
B.C. 
Ont. 
B.C. 
Ont. 


Westminster Hospital, 
London, Ont 
Salvation. Army Hospital, 
Halifax, N.S. 
St. Joseph Hospital, 
London, 
London, 
London, 


Ont. 
Ont. 
Ont. 


Wong’s Cafe, 
De Luxe Cafe, 
Arcade Limited, 
Hamilton, 
& Ingram 
London, 
Hosiery, 
London, Ont. 
London and 
and  Coati- 


Ont. 


Smallman 
Ont. 


Holeproof 
Ltd., 
Ont., 
Que. 


Penman’s 
Parts, 
cook, 


Kitchen Equipment Department 


LONDON, 


ONTARIO 


























LARGE HOSPITAL INSTALLATION 





the linen and clothing. 


Toronto 











Nature’s Water Softenep 


SOFT WATER 
SAVES MONEY 


Write for Information 


In every well-equipped hospital where Refinite Water Softeners are installed, 
the annual savings effected by using soft water equal, and in many instances exceed, 
the initial cost of installation, thereby paying for the softener during the first year, 
and thereafter earning 100% dividends, and better, on the investment yearly. 

This remarkable economy is possible because soft water eliminates waste in the 
laundry and boiler room, besides being an effective agent in prolonging the life of 


The Refinite Company of Canada Limited 
305 Continental Life Building 


Ad. 5583 
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Hospital Kitchens 


Always Sanitary 
and Bright with 


99 
“Wear-Ever” _ 
Jacketted Kettles and Utensils 


The exhaustive tests, the extensive and never-ending uses to WEAREVER 
which ‘““‘WEAR-EVER’” Aluminum is subjected in the kitchens 

of Hospitals, Hotels and Public Institutions of this and other 
countries—these are the things that show the real worth of 
‘“WEAR-EVER.” 


When you require kettles that never need “retiming”’ or 
utensils that last a generation, ask us about “‘WEAR-EVER.” 


It heats quickly and has neither seams, 
solder or surfacing material. 





Northern Aluminum Company, Limited, Toronto 


eplace Utensils that ear Out with Utensils hat Wear Ever 
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Engeln Equipment 
for 


X-Ray and Physiotherapy 


a Specialized 
4 Equipment 
for 


Radiography 
Fluoroscopy 
Light Therapy 
Deep Therapy 
Accessories 


mye 
Engeln Bucky Potter Table Physical 
Combination Th er apy 
i Diathermy 
Ultra-Violet 
Therapeutic 
Lamps 
Galvanic and 
Sinusoidal 
Currents 
myn 
THE ENGELN 
ELECTRIC CoO. 


X-Ray and Physiotherapy 
uipment 
CLEVELAND. OHIO 
490 Yonge Street c= 
Toronto, Ont. 4 Motor Driven Table with Rail 
Canada Mounted Tube Stand 


K-K 12” Transformer with 
Remote Control 











~ 
Portable Diatherm 
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Published in the interest of Hospital Executives 


ISSUED ON THE 25TH 
OF EVERY MONTH BY 


THE EDWARDS PUBLISHING COMPANY 
73 ADELAIDE STREET WEST 
TORONTO - CANADA 
Telephone: Elgin 4975 


Subscription Price - : 


$2.00 Per Year 
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Officials of Canadian Hospital and Nurses’ 
Associations. 

Alberta Hospital Association. 

President, Dr. H. R. Smith, Edmonton. 
Secretary, S. V. Davis, Edmonton. 

British Columbia Hospital Association. 
President, Charles Graham, Cumberland. 
Secretary, Miss Ethel Johns, University of 

Columbia, Vancouver. 

Canadian Nurses’ Association. 

President, Jean E. Browne, 
Toronto, Ont. 

Executive Secretary, Jean S. Wilson, 609 Boyd Bldg., 
Winnipeg Man. 

Manitoba Hospital Association. 

President, H. N. MacNeill, Dauphin. 

Secretary, Dr. D. McIntyre, Winnipeg Municipal Hos- 
pital, Winnipeg. 

Ontario Hospital Association. 

President, Colonel Gartshore, London. 
Secretary, Dr. F. W. Routley, Ontario Division, Cana- 
dian Red Cross, Toronto. 

Saskatchewan Hospital Association. 

President, G. E. Patterson, Regina. 
Secretary, T. T. Murray, Saskatoon. 
Ce) 
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British 


410 Sherbourne St., 


Confidence and Co-operation 

In view of the efforts of so many of our hospitals 
to create good-will and invite co-operation with the 
public through the medium of National Hospital 
Day, the following paragraphs from an address 
delievered by Dr. Washburn in Edmonton a short 
time ago, will prove interesting :— 

“During the last few years, hospitals have not 
received the confidence of the public to which they 
have been entitled—lack of knowledge regarding 
hospitals, lack of co-operation of community ser- 
vices and lack of financial support. This is due 
chiefly to advertising by irregulars, and not suffi- 
cient advertising by hospitals which seem diffident 
about announcing their wares. The public in scan- 
ning the papers read of the death of a patient in a 
hospital, but nothing of the miraculous cures being 
brought about in the same hospital. 
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“As for the lack of knowledge, hospitals should 
take immediate steps to rectify this by throwing 
open their doors to the public to come and see for 
themselves that the institution is not a boarding- 
house reeking with the smell of iodoform and sur- 
rounded with mystery. 

“During the last eight years there has been a 
decided change for the better in hospitals. This was 
probably brought about by the war, and the splen- 
did service of our army medical corps. Organiza- 
tion of staff, the absence of selfish motives, and dis- 
cipline, were the chief factors in bringing about this 
evolution. 

“Arising out of the army hospital organization, 
hospitals began to improve everywhere, until to-day 
our: best hospitals are modelled along army lines. It 
is recognized that to have a hospital of a superior 
type one must standardize first the medical profes- 
sion, next the nursing profession, and, finally, the 
public mind. 

“The modern hospital is taking on a new atmos- 
phere and a new purpose. It is an institution where 
the public may go with confidence that they will be 
well advised. It is the health centre for the com- 
munity, not only in the care of the sick in hospital, 
but by its clinics and its teachings it will broadcast 
information in health matters. It, is an organized 
body of charitable men and women who say, “Is 
there more service we can give” not “How much can 
you pay?” 


Ly 
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Your Day in the Sun 


May 12th, the birthday of Florence Nightingale, 
is National Hospital Day. Whether this will mean 
much or little to your institution depends entirely 
on your own efforts. The day will pass very much 
like any other on the calendar for those who do not 
realize the great opportunities it offers for cement- 
ing the good-will of the public to progressive hos- 
pitals which possess the true community spirit. 

How to obtain the greatest benefit from the 
observance of the day is a matter of opinion. It is 
generally agreed, however, that one thing which 
every hospital needs and few secure, is enough of 
the proper kind of publicity. By following some of 
the suggestions contained in the American Hospi- 
tal Association bulletin, which was recently sent to 
nearly all hospitals, you will help make the day a 
success. The spotlight should be focussed on your 
institution on May 12th. 

If you will take the public in your confidence 
and show them what is being done to raise the 
standard of service in your institution, it will give 
them a new interest in the work you are carrying 
on, make them more friendly in time of need, and 
bring to the sick and afflicted the attention which 
has long been deserved. 


LW 
Careful Checking is Necessary 


Investigation is being made by provincial author- 
ities into the affairs of one of the Ontario hospitals, 
following reports of pilfering. 

On being questioned at Toronto, Hon. Lincoln 
Goldie, Provincial Secretary, stated that the probe 
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had been in progress for some time, but no reports 
on its findings had yet been made. 

Mr. Goldie said that he would be surprised to 
learn that there is pilfering going on in the institu- 
tion in question, but if it is shown that such offenses 
have taken place, those responsible will be dismissed 
from the service immediately. 

Other disclosures of a similar nature reported 
recently show that even the hospitals are not im- 
mune from petty thieving, and even the misuse and 
embezzlement of institution funds. 

The well-managed hospital, of course, has little 
to fear of being victimized in this way, but occur- 
rences such as have taken place lately should remind 
those in authority that an efficient system of check- 
ing all supplies and requisitions is a matter of the 
utmost importance. 

Ld 


Suggests Plan for Financing 


Mr. Clement Aitkins, Peachland, B.C., suggests 
a scheme of hospital financing in connecticn with 
the critical situation in the valley, and cites devel- 
opments which have been taking place with respect 
to the financing of hospitals in England, where 
these essential and greatly valued institutions are 
experiencing financial troubles equal to hospitals 
in this Province. 

Perhaps the most successful plan devised over 
there is the Hospital Saving Association through 
which a large number of workers are organized into 
community groups each contributing three pence a 
week regularly for hospitals. Through the fund thus 
created, the hospitals in those communities are able 
to carry on. And—a feature of great importance— 
when the contributor to the scheme or one of his 
dependents has been admitted to the hospitals, the 
patient is exempt from all inquiries as to his ability 
to pay for maintenance and from any payment for 
treatment and keep. One can readily understand 
how relief from this worry improves a chance of a 
patient making quick recovery. 

Mr. Aitkins, while praising this voluntary system, 
advocates the adoption of some scheme whereby 
every one within the bounds of the territory served 
by the hospital shall be required to pay a small fee 
towards the maintenance of the hospital and which 
payment would entitle the contributor to free hos- 
pital service. This, Mr. Aitkins claims, would mean 
a very trivial contribution from each person, would 
spread the cost of maintaining the hospital and 
would relieve the patient from paying any fee at 
a time when he is least financially able to meet such 
expenses. 

ea) 


To Establish a Library 


Preliminary plans for the establishment of a lib- 
rary for the benefit of patients at the new tuber- 
culosis sanatorium in Saskatoon were discussed by 
the Saskatoon Welsh Society at a meeting recently. 
At the meeting, R. D. Roberts, sanatorium secretary, 
explained the formation of the library at Fort 
Qu’Appelle. Arrangements for a shower and tea 
to be held at 126 21st street east, were left in the 
hands of a large committee of women, headed by 
Mrs. Ben Lewis. 
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A FEW SUGGESTIONS 


National Hospital Day 


By Mr. C. F. Cummings, of the National 
Hospital Day Committee 


“Have local motion picture houses run slides 
telling of the date for a week or two before 
National Hospital Day. Enlist the aid of your 
newspaper friends to get a line-up of good 
newspaper articles and run them consecutively 
until May 12. Druggists, florists, department 
stores, confectionery stores, book stores, and 
all merchants will be glad to co-operate by 
exhibiting window displays. 

“Tf your hospital has a bulletin, issue a copy 
just before May 12, using Hospital Day as a 
special subject. Copies of these magazines or 
bulletins will make good souvenirs for visitors 
to the hospital to take away with them. 


“Request your local ministers to refer to 
National Hospital Day in their sermons on the 
Sunday preceding May 12. 

“Encourage essays on National Hospital Day 
and the life of Florence Nightingale in the 
schools and, if advisable, offer prizes to be 
awarded at one of the hospitals on National 
Hospital Day. 

“Have your employes wear National Hos- 
pital Day badges or buttons for at least two 
weeks before May 12. 

“Have a reception committee composed of 
trustees’ or doctors’ wives or graduate nurses 
greet your visitors throughout the day. 

“If possible, have graduation exercises for 
your nurses on Hospital Day. 

“Tf you have a roof garden or other available 
location, engage an orchestra to play appro- 
priate music the entire day. 

“Baby shows always are popular and if you 
can arrange such an event it will bring attend- 
ance where other means fail.” 

President E. S. Gilmore of the American 
Hospital Association, and Chairman Cummings 
have arranged for distribution of a bulletin 
devoted to suggestions for National Hospital 
Day. 











Office Boy Was Hero in Hospital Fire 

Although nurses, policemen, firemen and wealthy 
New Yorkers aided in saving twenty babies and 
thirty other patients from the Englewood, N.Y., hos- 
pital on April 5th, the outstanding hero was John 
Macris, 15-year-old office boy. 

While the blaze was doing $50,000 damage in 
destroying a portion of one wing of the hospital, 
young Macris stuck to a telephone switchboard and 
notified all the nurses to prepare to remove their 
patients. Then the boy called fire apparatus from a 
half dozen nearby towns. 

Holding to his task efficiently while the smoke 
ever thickened, John finally slumped to the floor. 
A fireman saw him and attempted to drag him out. 

“Lemme go,” John shouted, “I’m just down here 
for a minute to get out of the dern smoke.” 
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Planning A General Hospital 


By Harold J. Smith of Stevens & Lee, Architects, Toronto. (Part II.) 


The administrative department located near the 
main entrance will require in addition to waiting 
and consultation rooms, a Superintendent’s office, 
a general office, one for the Superintendent of 
Nurses, Board Room, Doctors’ and recora rvuum, 
toilets and perhaps a library. 

In most general hospitals there is an out-patient 
department. The size of this will vary according 
to the location in the community and whether or 
not students are to be accommodated. In general, 
however, the following departments require one or 
more rooms: Medical, Surgical, Gynaecology, Eye, 
Ear, Nose and Throat, Genito-urinary, Hydro- 
therapeutic, Dental and Orthopedic. With these 
should be provided a general waiting-room with 
office and toilets, also some small sub-waiting spaces 
close to a few of the departments. 

The X-ray department, while usually a part of 
the out-patient, is required, though the latter may 
not exist. This should have at least one X-ray 
room of three hundred square feet or more, dark 
room, view and storage room, dressing booths and 
operators’ booth. In addition there may be required 
fluoroscopic and treatment rooms, a toilet, small 
laboratory and a room for the generators. 


The admitting department, near the ambulance 
entrance should have an office, examination room, 
bath room and an admitting ward for cases arriving 
during the night. Special admitting rooms are ad- 
visable for maternity cases. 

Some of the special rooms or departments not 
previously mentioned niay require accommodation 
and can very well be provided on the same floor as 
the out-patients. The following will serve as a 
guide: Isolation and psychiatric departments, gen- 
eral laboratories, dispensary, patients’ clothes room, 
cystoscopic, electrocardiograph rooms, and autopsy 
department. 


Service and Subsidiary Building 


The service building shotld be close to the main 
or ward building and connected thereto with a tun- 
nel or overground corridor. All hospital supplies 





A Modern Surgical Suite. 


of every nature, except fuel, should be delivered at 
the receiving entrance of this building. This en- 
trance should be kept as far as convenient from the 
wards or patients’ rooms owing to the noise of mo- 
tor trucks, etc. This building should accommodate 
the main kitchen, diet kitchen, bakery, cold storage 
rooms, all dining rooms with their necessary serv- 
ing rooms, storage rooms for all general stores for 
the entire hospital and sewing rooms. The internes’ 
quarters may well be provided on an upper floor 
together with rooms for a few of the female heads 
of departments other than nurses. Female servants 
may also be accommodated in this building, but a 
separate one is advisable, particularly if it is a large 
institution. 


The Nurses’ Home 


The nurses’ home will require accommodation 
equal to about one-half the number of patients. 
The nurses should be housed in single rooms witha 
lavatory in each. The general toilets should be 
conveniently located and contain at least one 
shower. At the main entrance the following rooms 
are advisable: One large living room, one or two 
reception rooms and a library, office and phone 
room, tea room and kitchenette, men’s toilet and 
coat room for visitors. On one of the lower floors 
but not near the main entrance are required a 
demonstration room, class room, laboratory and 
possibly a small servery and utility room. The 
latter two are for instruction purposes in general 
ward work, although in many cases this part of the 
teaching is carried on in the main building. A 
gymnasium is not advisable as it is seldom used 
owing to the nurses being too tired when off duty. 
A swimming pool will be used and is desirable ‘f 
finances permit. On each of the bedroom floors 
there should be a small sitting or study room. 

The Power and Laundry building should be 
located as far from the ward building as possible, but 
connected to it by tunnels or passages over ground. 
The tunnels, in addition to foot traffic, should con- 
tain ail power piping. The heating of all buildings 
should be done by hot water. The only exception 
to this is the operating rooms which require heat 
when the remainder of the rooms do not. For this 
reason steam should be used, as it is “on tap” all 
through the year. Whether or not electric power 
is to be developed will depend on the cost of gener- 
ating versus buying it. Domestic hot water may be 
entirely generated in this building providing the 
distances are not too great to the other units of 
the group, in which case it may be more economical 
to have separate heaters in several of the buildings. 
The laundry layout is best provided by a reputable 
company unless the architect has had considerable 
experience in connection therewith. The following 
machines are essential: washers, extractors, vento 
drying tumbler, starch cooker and extractor, flat 
work ironer, presses and ironing boards. Soiled 
and clean linen sorting rooms together with an 
office, store room and toilets and locker rooms com- 
plete this unit. 

(Continued on page 15.) 
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Red Cross Pushes Northward 





Built by the Canadian National Railways and turned 
over to the Red Cross for operation at the nominal rental 
of one dollar a year, two frontier hospitals were recently 
officially opened at Hornepayne and Nakina, in Northern 
Ontario. Both hospitals are of similar architectural 
design. Upper right, Dr. T. H. McKillip, Canadian 
National District Medical Officer, at Nakina, and medical 
officer in charge of the Nakina Hospital. In the centre, 
the hospital and staff. Lower left, officials at the opening: 


¥ 
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(Courtesy Canadian National Railways) 


Left to right, Mr. W. R. Devenish, General Superintendent, 
Northern Ontario District; Mr. C.. G. Bowker, General 
Manager, Central Region, who is passing the “key” to the 
hospital to Dr. F. W. Routley, Red Cross Medical Director 
for Ontario District. Mr. Bowker holds in his right hand 
the first dollar rental payment. Behind are shown Nurses 
Nita Rethburn and Irene Forbes, in charge of the Nakina 
Hospital, and Miss Wilkinson, Nursing Director for the 
Red Cross. To the left, Nurse Irene Forbes unlocks door. 
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Planning a General Hospital 
(Continued from page 13) 


Before closing this article a few words regarding 
the interior finishes in the ward building may not be 
amiss. The flooring in a hospital is one of the most 
important items and one to which hospital authori- 
ties have given considerable thought. In general, 
all wards, patients’ rooms, consulting and clinic 
rooms and others similar and containing no plumb- 
ing other than a lavatory should have a sound 
absorbing floor covering such as linoleum, cork or 
rubber. Solaria balconies, out-patient waiting- 
rooms, kitchens, etc., are appropriately finished with 
quarry tile. Operating rooms are very often floored 
with a vitreous tile. Marble is excellent for the 
main entrance lobby and waiting-rooms. All of the 
above hard floors and most all other rooms not men- 
tioned may be finished in terrazzo which should be 
sub-divided with brass expansion strips. All floors, 
except where marble is used, should have terrazzo 
base and border. Corridors and patients’ rooms 
and wards should have wheel or bed stops formed 
integrally with the border. 


All plaster should be painted or enamelled, using 
only high-grade materials. Keene’s cement wainscots 
in all rooms will pay for themselves in the saving 


of repairs. There should be no projecting bands or . 


ledges any place where it can be avoided. All 
such places are only dust catchers, thus adding to 
the cost of cleaning. Windows should not have 
muntins. Doors should be of the slab type and 
those through which stretchers or beds may have 
to pass should be at least three feet six inches wide. 
Marble or tile wainscots are advisable in waiting- 
rooms, serveries, baths, toilets, sink, operating, 
delivery and sterilizing rooms and cleaners or order- 
lies’ closets. In addition to a nurse call system, 
doctors’ call, fire alarm and clock systems should 
be installed together with complete telephone com- 
munication. 


The next problem is the selection of equipment 
and this requires as much knowledge and thought 
as the planning of the buildings. Beds, stretchers, 
food ‘trucks, sterilizers, plumbing fixtures, kitchen 
equipment, etc., all have to be procured and that 
which is best, determined upon. Lack of space will 
not permit of the description in this article of each 
piece of apparatus, it only being intended to make 
a suggestion as to the method of selecting the same. 
The best article is generally the one which fulfills 
all requirements most simply, is designed to con- 
serve the energy of the one using it, and which will 
be the easiest to clean and keep in repair. 


This completes the general requirements of an 
Institution as mentioned at the beginning of this 
article. Owing to lack of space the information 
contained herein is not very detailed, only the gen- 
eral rooms and departments being outlined. Some 
of the latter, if carefully detailed, would require 
almost half the space of the entire article. Infor- 
mation of this nature may be obtained from several 
sources either in text books or through journals 
especially devoted to the study of medical 
institutions. 


HOSPITAL 


15 

















STERLING 


Surgeons’ PureGum 
Seamless 


Rubber Gloves 


Smooth or Firm Grip Finish 


STERLING Gloves are the favor- 
ites of famous surgeons throughout 
the world. 

They are made of the best obtainable materials, 
on modern equipment by specially trained and 
experienced employees. 

STERLING Gloves fit properly at fingers, 
palm and wrist. They have extra long gauntlets 
which come well over the sleeve of the operating 
gown. 

They will withstand more sterilizations than 
ordinary Gloves and are, therefore, much cheaper 
in the long run. 

The STERLING trade mark on rubber goods 
guarantees all that the name implies. 


Write for illustrated circular containing 
elpful data. 


Sterling Rubber Company, Limited 


GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 





























Real Economy 


Effected by Using 
Green Soap 


(Hartz) 
Because It Is Absolutely Pure 


Green Soap “Hartz” is prepared from 
high-grade vegetable oils of an _ edible 
quality, saponified by Pure Potassium 
Hydroxide, and contains no filler. 


It Is All Pure Soap 


Neutralized to contain no excess of free 
alkali and therefore non-irritating. Readily 
soluble in water. An efficient cleanser, with 
splendid lathering qualities. 

Contracts for 1925 requirements being 
offered at attractive prices. 


Manufactured by 


The J. F. Hartz Co., Limited 


Pharmaceutical Manufacturers 
Toronto - Montreal 
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Makes 


CELLUCOTTON 


Reg. U. S. Pat. Off. 


You wouldn’t make an Empyema dress- 
ing of a non-absorbent material because the 
job of an Empyema dressing is to absorb 
profuse discharge. : 


Why shouldn’t you then deniand the 
most absorbent material there is for Em- 
pyema and other drainage dressings? 


Cellucotton is the fastest absorbent 
known. 


You can see the efficiency of Cellucotton 
for yourself, if you will write for sample. 
You will receive enough to. make several 
heavy drainage dressings. 


Exclusive Selling Agents 


LEWIS MANUFACTURING CO. 


WALPOLE, MASS. 


Branch Offices 


CHICAGO CLEVELAND SAN FRANCISCO NEW YORK 
30 North La Salle Street $22 The Arcade 843 Pacific Building 302 Broadway 
PHILADELPHIA ST. LOUIS, MO. 
21 South 12th Street 1338 Syndicate Trust Building 
In Canada 
Gibson, Paterson, Ltd., Winnipeg H. L. Brown & Co., Toronto R. H. Paterson, St. John 


Better Drainage Dressings 
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Shoes for 
Hot Summer 
Days 


When choosing shoes to be worn through the 
Summer, remember that much of the discomfort 
suffered during scorching days is caused by rigid, 
unnatural shoes. Wrongly designed shoes impede 
circulation and overheat the foot. 


antilever 
Shoe 


Cantilevers are just the shoes for hot weather. 
They give thousands of nurses in hundreds of 
hospitals and prominent women everywhere relief 
from puffy, burning feet and a wonderful feeling 
of coolness and comfort. 


There are many attrac- 
tive Cantilever models 
to choose from. Cool 
strap pumps of white 
Canvas and Kid and 
Buck and all the new 
leathers. Trim Oxfords 
and snug boots in all 
fashionable colors, in 
widths from AAAAA to 
E. Cantilevers combine 
comfort and style. 








MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch. Mail orders receive careful attention. 











Cantilever Shoe Shops 


TORONTO—7% Queen St. East 

HAMILTON—8 John St. North 
MONTREAL—Keefer Bldg., St. Catherine St. W. 
OTTAWA—Murphy-Gamble Limited 
WINNIPEG—Hudson’s Bay Company 
SASKATOON—Royal Shoe Store 
EDMONTON—Hudson’s Bay Company 
CALGARY—Hudson’s Bay Company 
VANCOUVER—Hudson’s Bay Company 
VICTORIA—Hudson’s Bay Company 
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Calgary Municipal Hospitals 
Reduce Deficits 


Steady reduction of the annual deficit of the Cal- 
gary municipal hospitals is continuing in 1925 under 
the present administration, is shown by figures in 
the monthly report for March of the city hospitals. 
They indicate the hospitais are actually approach- 
ing a self-sustaining basis. 

The expenditure on all the hospitals decreased 
from $27,465.92 in March of last year to $25,229.92 
in March of this year. 

Revenue for all the hospitals increased from $16,- 
813.83 in March of last year to $17,335.42 in March, 
1925. 

The consequence was a decrease in the deficit of 
$10,652.09 for March of last year to only $7,894.50 
in March of this year, one of the smallest monthly 
deficits of the municipal hospitals on record. 

At the beginning of the year it was estimated that 
the total hospital expenditure for 1925 would be 
$310,250.97, in itself a big decrease from previous 
years. Up to the end of March, 1925, the first quar- 
ter of the year, actual expenditure was $77,408.21 
of the appropriation, leaving an unexpended balance 
of $232,842.76. 

In the same way, the estimated revenue for the 
hospitals for all of 1925 was put at $170,550. For 
the first quarter of the year ending March 31, 1925, 
collections were $44,619.21, leaving $125,930.79 of 
the estimated revenue for the year still to be col- 
lected. 

These figures cover every charge, including oper- 
ation, maintenance and all interest and overhead. 
The revenue figures include the monthly propor- 
tions of Provincial Government grants estimated at 
$31,000, of which $7,992 had been credited to revenue 
up to the end of March, 1925. 


Florence Nightingale Association 


Fifteen years ago thirty nurses organized in To- 
ronto the Florence Nightingale Association,. which 
tecently held its annual meeting in the Graduate 
Nurses’ Club, Sherbourne Street. A delightful re- 
view of the history of the organization, now boast- 
ing 180 members, was given by Miss R. Duff, the 
Secretary, in her report. Educational and social 
meetings have been held during the past year, and 
addresses have been given by outstanding speakers. 
Miss M. Sellery, in her financial statement, reported 
the yearly expenditures to be $463.60. 

A vivid picture of the infant welfare and mother 
help work being carried on in New Zealand so 
splendidly was given by Miss Mary Lamby, who 
has come to Canada for the purpose of studying 
Canadian methods along like lines. 

Miss’ Barbara Blackstock was re-elected as Presi- 
dent. The other officers are: Vice-President, Miss 
Jean Wardell; Secretary, Miss Robina Duff; Treas- 
urer, Miss Mildred Sellery; Directors, Miss J. Al- 
lison, Miss B. Blackstock, Miss Frances Brown, 
Miss L. Conlin, Miss R. Duff, Miss Ethel Green- 
wood, Miss Laura Holland, Miss Helen Kelly, Miss 
Mary Millman, Miss P. Stamenova, Miss M. Sel- 
lery, Miss J. Wardell and Miss Maude Wilkinson. 
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Antonio Stradivari, 1644-1737, Maker of the Immortal Stradivarius Violins 


“Perfettion consists not in doing extraordinary things, but 
in doing ordinary things extraordinarily well” 
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Imbued with this spirit the makers of D&G Sutures have, like the famous 
violin maker, applied an unceasing effort toward the perfection of their product. 


DAVIS & GECK INC. v SURGICAL SUTURES EXCLUSIVELY ~ BROOKLYN, N.Y.,U.S.A. 








KALMERID CATGUT: BOILABLE AND NON-BOILABLE 





ALMERID CATGUT is an improved germicidal suture superseding iodized catgut. 
It is not only sterile, but, being impregnated with potassium-mercuric-iodide,— 
a double iodine compound,—it exerts a bactericidal aétion in the suture tract. 
Two kinds of Kalmerid catgut are prepared: the boilable and the non- 
boilable. The boilable grade is flexible; the non-boilable is extremely flexible. 














Plain Catgut......... Boilable.....No.1205 Plain Catgut...... Non-Boilable..No. 1405 
10-Day Chromic.....Boilable.....No.1225 10-Day Chromic..Non-Boilable..No. 1425 
20-Day Chromic.....Boilable.....No.1245 20-Day Chromic..Non-Boilable..No. 1445 
40-Day Chromic.....Boilable.....No.1285 40-Day Chromic..Non-Boilable..No. 1485 
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CLAUSTRO-THERMAL CATGUT KANGAROO TENDONS 


ALMERID KANGAROO TENDONS are 
of value where postoperative ten- 
sion is extreme or long continued 

Fahrenheit. This of course assures apposition necessary, as in herni- 

absolute sterility. otomy and in tendon and bone 

Claustro-Thermal sutures are flexible suturing. They are chromicized to resist 
and strong, of perfect absorbability, and in absorption in fascia or in tendon for 
every way are compatible with the tissues. approximately thirty days. 

They are aseptic,—not germicidal. Two kinds are prepared: the boilable 

The tubes may be boiled, or even may and the non-boilable. The latter are ex- 
be autoclaved up to 30 pounds pressure. tremely pliable. 





LAUSTRO-THERMAL CATGUT is steril- 
ized in cumol, after the tubes are 
sealed, at 165° centigrade—329° 


























‘ NT : 
me a mc cod paaecay ht a 105 Non-Boilable Grade................. No. 370 
- r ere ere Ae te] : 
Baber. 5 suite ta ACS Belle CS ec: No. 380 
20-Day Chromic Catgut........... No. 145 
S a In packages of twelve tubes of one kind and size 
40-Day Chromic Catgut........... No. 185 
BBE: G00.:,00;..0...8...2...5.504 SERRE? 0.554. as Te. Oe 
Each tube contains approximately sixty inches Each tube contains one tendon 
In packages of twelve tubes of one kind and size Lengths vary from 12 to 20 inches 
PRICE: Per pozen TUBES FOR ALL VARIETIES LISTED ABOVE...........esececeeeees $2.40 


A discount of 10 per cent is allowed on one gross or more, or $25.92 net per gross 


CARRIAGE PAID ANYWHERE IN THE WORLD v . FOREIGN IMPORT DUTIES ARE EXTRA 


DAVIS & GECK INC. rv 211 TO 221 DUFFIELD STREET v~ BROOKLYN,N.Y., U.S.A. 


Copyright May 1925 Davis & Geck Inc. 




















NON-ABSORBABLE SUTURES 


HEAT STERILIZED + BOILABLE 


NO, IN EACH TUBE UNIFIED SIZES 
350..Celluloid-Linen...... 60 Inches......... 000, 00, 0 
360..Horsehair............6 28-In. Sutures... ......00 


390.. White Silkworm Gut..6 14-In. Sutures.....00,0, 1 
400..Black Silkworm Gut..6 14-In. Sutures.....00,0, 1 
450..White Twisted Silk.....60 In...000, 00,0, 1, 2, 3 


460..Black Twisted Silk.....60 In............ 000, 0, 2 
480..White Braided Silk.....60 In.......... 00,0,2,4 
490..Black Braided Silk.....60 In............. 00,1,4 
In packages of twelve tubes of one kind and size 
Per Gait ABO isk. si vcccce. $2.40 


Or $25.92 net per gross or more; carriage paid 


FOR MINOR SURGERY 


HEAT STERILIZED + BOILABLE 


NO. IN EACH TUBE UNIFIED SIZES 


802..Plain Kalmerid Catgut.....20 In...... 00,0,1,2,3 
812..10-Day Kalmerid Catgut..z0 In...... 00,0,1,2,3 
822..20-Day Kalmerid Catgut..zo In...... 00,0,1,2,3 
862..Horsehair ............ 2 28-In. Sutures........... 00 
872..WhiteSilkwormGut..z 14-In. Sutures............ ° 
882..White Twisted Silk........ BO Miss canccccs 000, 0, 2 
In packages of twelve tubes of one kind and size 
Per: es WN iii $1.20 


Or $12.96 net per gross or more; carriage paid 


SUTURES WITH NEEDLES 


EACH SUTURE THREADED UPON A UNIVERSAL NEEDLE 
AS ILLUSTRATED, FOR GENERAL MINOR SURGERY 


UNIFIED SIZES 


No. IN EACH TUBE 

g04..Plain Kalmerid Catgut.....20 In...... 00,0, 1,2, 3 

g14..10-Day Kalmerid Catgut..zo In...... 00,0,1,2,3 

g24..20-Day Kalmerid Catgut..z0 In...... 00,0,1,2,3 
64..Horsehair ............ 2 28-In. Sutures........... 00 

974..WhiteSilkwormGut..2 14-In, Sutures............ ° 

984..White Twisted Silk........ BOTS is cceccss 000, 0, 2 


UNIVERSAL NEEDLE 
FOR SKIN, MUSCLE, 
OR TENDON 


In packages of twelve tubes of one kind and size 
Per dozen tubes... .......0-...00ceees: $1.80 
Or $19.44 net per gross or more; carriage paid 


CIRCUMCISION SUTURES 


HEAT STERILIZED + BOILABLE 
Each tube contains a 28-inch 
suture of Kalmerid plain cat- 
gut, size oo, threaded upon 
a small full-curved needle. 


In packages of twelve tubes 
No. 600. Per dozen tubes............$2.40 
Or $25.92 net per gross or more; carriage paid 


DAVIS & GECK INC. v 





OBSTETRICAL SUTURES 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 





4 y- — 
Each tube contains a 28-inch suture of 


Kalmerid 40-day chromic catgut, size 3, 
threaded upon a large full-curved needle. 
Sterilized by heat after closure of the tubes. 
Boilable. 

One tube in a package 
Ma, Goo. Pare atGsc us ciciciccrccsvsans $ .25 


Or $32.40 net per gross or more; carriage paid 


UMBILICAL TAPE 


HEAT STERILIZED w+ BOILABLE 













—t a US ———) 
Sees, Umbilical Tape ae ___ ; 
_ Each tube contains two 12-inch ligatures of a 
specially woven flat tape one-eighth inch wide 
impregnated with potassium-mercuric-iodide 
In packages of twelve tubes 
No. 892. Per dozen tubes............ $1.20 
Or $12.96 net per gross or more; carriage paid 


UNIFIED SIZES 


In conformity with the long 
oo ————— recognized need for a unified 
system of sizes, the standard 
scale of catgut sizes now 
embraces all sutures, includ- 
ing silk, horsehair, silkworm 
gut, celluloid-linen, and kan- 
garoo tendons (only the lat- 
ter occurring in sizes larger 
than number four). 


THE STANDARD PACKAGE 
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EACH PACKAGE CONTAINS TWELVE 
TUBES OF ONE KIND AND SIZE 


211 TO 22I DUFFIELD STREET vr BROOKLYN,N.Y.,U.S.A. 


Printed in U.S.A. © The Private Press of Davis & Geck Inc. 











Good Surgery Deserves D&G Sutures 
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As IN sURGERY, so in Sutures—“Success depends upon the 
scrupulous, exacting, and unceasing supervision and close 
scrutiny of every smallest incident of procedure.” —Moyuthan. 


DAVIS & GECK INC. v 2I1I TO 221 DUFFIELD ST. vy BROOKLYN,N.Y.,U.S.A. 
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Cranbrook, B.C., Hospital Holds 
Annual Easter Ball 


It is not on record that the Annual Easter Ball, 
given each year in aid of the Cranbrook district’s 
most cherished institution, the St. Eugene Hospital, 
has ever lacked patronage. Always, from the incep- 
tion of the yearly event, have the people of the dis- 
trict responded generously in their attendance of the 
foremost social function of the community. 


This year’s Easter Ball, however, has established 
a record. Never in the history of the community 
has a larger or more representative crowd of merry- 
makers crowded a ball room floor than which filled 
the Auditorium to overflowing on Easter Monday. 
A conservative estimate places the number of 
dancers at 500. And it is common knowledge that 
a large percentage of ticket holders were unable to 
be present for various reasons. 

Sponsored by the Native Sons of Canada, on that 
organization and on the ladies of its members, has 
fallen the honor of the unqualified success, financial 
and social, of the brilliant affair. The committee on 
decorations achieved a triumph in their arrange- 
ment of the Easter colors, purple and gold, and in 
their artistic placing of the Easter blossoms which 
entered largely into the decorative scheme. 

And quite as much must be accredited to the com- 
mittees on music and refreshments. The programme 
of the evening was excellently chosen and the mid- 
night supper of which hundreds regaled themselves, 
was in itself a criterion of discriminating taste and 
forethought. 

Refinement and an evident desire to please, under- 
laid the work of those who took upon their shoul- 
ders the management of the season’s greatest social 
success. Executive ability and an innate conception 
of the eternal fitness of things struck a dominant 
note in its administration. Nothing was left to 
chance. The orchestra, under the able leadership 
of Bruce Robertson, was at its best with innumer- 
able catchy hits that fairly compelled dancing. And 
over all, thanks to the ladies’ committees, the man- 
tle of good-fellowship fell on the brilliant assem- 
blage. 

The St. Eugene Hospital Easter Ball has left 
many pleasureable memories behind it. It was given 
in a most worthy cause—its proceeds will be wel- 
comed by the good Sisters of Providence whose 
doors are open to all, regardless of station in life 
or religious convictions. May the St. Eugene Hos- 
pital go on forever—may its annual Easter Ball 
continue to draw the people of Cranbrook and dis- 
trict together once a year in social intercourse and 
for the common good. 


Kingston 
New Clinic Building is icsiaieie 


It is expected that the new clinic building now in 
course of erection at the Kingston General Hospital 
grounds will be ready for the commencement of the 
fall term at Queen’s Medical College. The new 
clinic building will be the most up-to-date teaching 
department in connection with any medical college 
in Canada. 




















Thrifty 
Superintendents 


Many hospital superintendents who have 
earned reputations for thrift and efficiency 
find SOCLEAN indispensable and econo- 
mical, 

SOCLEAN keeps down dust while sweep- 
ing, cleans, disinfects, renovates, deodorizes 
and kills germs. It gives splendid results 
on wood, linoleum, cement, tile, rubber or 
carpets. 

Write for generous trial sample and 
prices on quantities. 


Bull Dog 
Wringer Pail 


Here’s a big, husky 
pail that will stand 
up under all sorts of 
hard usage and give 
the utmost satistac- 
tion. It is used ex- 
tensively in hospitals, 
hotels and office 
buildings, and is sup- 
plied in 14 and 20 
quart sizes. 


‘ 4 4 

Sheepswool NAW is, 
Wall Brush SSN VLE 

Pn As *}) WZ ; 

TN, iW: 

Removes dust from =a: 
walls and _ ceilings GLEE ‘s 
without streaking or BNN7Z 
staining the surface. 
Equally good for dusting hard- 
wood floors or linoleums, and 
may be renewed by washing. 
Long and short handles included. 
Two sizes, spread measure about 
8 x 13 inches and 11 x 17 inches. 











Write for Catalogue 
Our catalogue contains illustrations of dozens of 
articles that will cut down cleaning and maintenance 
costs in all departments. We shall be glad to send 
you a copy. 











Soclean Limited 


444 King Street West Toronto 
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The Mental Hospitals of B.C. 


Oy By H. C. Steeves, B.A., M.D., C.M., General Medical 
Superintendent, Mental Hospitals, British Columbia. 
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In British Columbia there is only the one mental 
hospital organization, but we are operating three 
plants, as follows: 

The original mental hospitals erected at New 
Westminster, now some 50 years old, the new men- 
tal hospital development which was started in 1907 
at Essondale, about six miles from New Westmin- 
ster, and a department for the criminally insane 
and insane criminals, located six miles from Vic- 
toria on Vancouver Island. When we speak of our 
hospital population as being 1,860, it means the 
population of all these units combined and not, as 
is often understood, the population at Essondale 
alone. The total staff personnel is some 240. 

The type of architecture of the building erected 
at Essondale and occupied in April, 1913, for chronic 
male cases is followed in the new building occupied 
the first of November last. These buildings also are 
of uniform construction, namely, reinforced con- 
crete, with red brick facing, cut stone trim, and all 
window sashes are of the fenestra steel type. 

Mastic, Tile, Terrazzo Floors 

In the new building we have used throughout the 
mastic floor with the exception of kitchens,. sur- 
geries, baths, etc., where tile is used, and the front 
entrance which is floored with terrazzo. The normal 
patient capacity of this building is 250 patients; it 
is designed for the care of the acute and sub-acute 
male patients. Owing to the fact that the institu- 
tion is only being built piecemeal it is at present 
necessary to use this building somewhat differently 
from its ultimate purpose.. At the present time the 
top floor of this building is being used as a recep- 
tion or psychopathic unit, being entirely separated 
from the rest of the institution insofar as any inter- 
mingling of patients is cuncerned, and has a distinct 
staff unit so that patients in this department do not 
come in contact with any other patients of the insti- 
tution or with members of the staff from other de- 
partments of the institution except medical officers. 

After a case has been carefully examined, both 
mentally and physically, it is brought before a 


medical staff meeting for consultation and tentative 


diagnosis; he, or she, is then transferred to the 
regular department of the hospital in which it is 
felt the condition will show the best progress. Or, 
if the case is one of such a nature that rapid recov- 
ery is to be expected it is retained in this department 
for a period of time not to exceed six weeks, pend- 
ing the possibility of a direct discharge, and does 
not come in contact with the more chronic types of 


cases. 
The first two floors have a limited number of 
single rooms; the principal sleeping accommodation 
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being in large dormitories so that patients are under 
immediate supervision of the attendant at all times 
during the night. The single rooms are used only 
for those cases of an impulsive or disturbed charac- 
ter which would be a menace and disturbance in a 
general dormitory. The top floor, or reception de- 
partment, is entirely composed of single-room ac- 
commodation with the exception of four small dor- 
mitories, two for male and two for female, which 
are used as observation dormitories for the suicidal 
admissions. 
About the Food Service 

The patients on the top floor receive their meals 
entirely from trays served from the diet kitchen on 
that floor, the food being sent in bulk from the gen- 
eral kitchen by electric lifts and served from the hot 
serving tables in this diet kitchen. Each patient who 
is able receives his own tray and returns it to the 
diet kitchen after he has taken his meal in the day 
room. The other floors go to the general dining- 
room, situated on the main floor, opening directly 
from the main serving-room. There is one dining- 
room on either side which cares for the patients 
from two wards. 

The hydrotherapy department is located on the 
top floor and carries on the bulk of its work in con- 
nection with the patients on that floor, although 
patients from other parts of the building, or even 
other buildings of the institution, may be brought 
to this department for treatments if necessary. I 
am unable to provide blueprints showing interior 
arrangements of rooms and dormitories in the build- 
ing, but I would be very glad at any time to show 
any interested person who might visit us the ar- 
rangement of this building, an arrangement which 
we feel is working very satisfactorily for the type 
of patients it has to house. 

' The Receiving Unit 

The building is heated from the central institu- 
tion heating plant, has both direct radiation from 
the steam radiators in day-rooms, corridors, etc., 
and single rooms heated by warm air propelled to 
the rooms by ventilating fans located in the base- 
ment, foul air being extracted and carried away by 
fans located in various sections of the attic. 

The reception unit has a patient capacity of 50 
and is staffed by a superintendent of nurses, six 
female and six male nurses, with a special techni- 
cian for the hydro-therapeutic department. The 
medical staff for this building alone is two phy- 
sicians working under the immediate direction of 
the assistant superintendent. 

The building furnished cost approximately $700,- 
000.—Hospital Management. 
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HYPODERMIC 


Absolutely guaranteed to retain their marking when boiled or sterilized in any 


MONTREAL: 55 McGill College Ave. 


NOVAN 


Also fit any standard make of needles. 


carton box with one needle. In metal case with two needles. 
2 c.c., per dozen, $ 4.90 2 c.c., per dozen, $ 7.50 
Seen 'S ° 7.70 tcc. . 13.30 
ce; * . 10.00 co, * re 16.50 
a0 ce, © . 13.00 cx. © . 25.00 
a0: &¢,,% 4 21.70 ec, ** si 40.00 
0 cc. * “ 32.00 100: cc, “ of 60.00 


Discount of 10% on 3 dozen assorted quantity. 
Discount of 15% on 6 dozen assorted quantity. 
Discount of 20% on 12 dozen assorted quantity. 


HYPODERMIC NEEDLES, in all gauges and lengths at 85c, 95c, $1.00 a dozen. 


Same discounts as syringes applying on quantities. 


HERDT & CHARTON, ING. 


SYRINGES 


TORONTO: 58 East Wellington St. 





























Operating Room Apparel 


These garments are well made, of best 
quality material. 

Many repeat orders provide sufficient evi- 
dence as to the quality of our product. 

We invite comparison. 


Made in Canada by Expert Canadians 


Style No. 3200 


Gown 








Hospital Apparel Folder sent on request 
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News of Hospitals and Staffs i 
Condensed News of Hospital BB 
a Activities from Coast to Coast 
a 


Kimberley, B.C. 
Well Equipped in New Building 


The doctors and nurses recently moved into the 
new hospital, which is a vast improvement on the 
old building. The new hospital has nearly 30 beds, 
and has a fairly well equipped X-ray room and 
operating rooms. There is also a maternity ward 
with special equipment, and the entire building is 
complete in practically every detail for the success- 
ful carrying on of the various phases of hospital 
work. 


Nanaimo, B.C. 
Campaign for Hospital Fund 


The Nanaimo Hospital Association endorsed a 
report previously endorsed by the Board of Direc- 
tors of the Nanaimo Hospital and the Finance Com- 
mittee of the Association appointing a Campaign 
Committee to raise funds for the new hospital, 
recently. The committee comprises John Rudd, 
chairman; George Pearson and Frank Hanna, vice- 
chairmen, and E. H. Bird, treasurer. 

It means that a drive will be instituted in the very 
near future to raise necessary funds for the new hos- 
pital. The Campaign Committee has absolute 
authority over the drive, and will ask for the right 
of way until the expiration of its period. 


Halifax 
Urges Public Health Programme 


A five-year public health programme to be carried 
on with funds raised by popular subscription, was 
urged by Dr. A. F. Miller, medical superintendent 
of the Nova Scotia Sanatorium, Halifax, in his an- 
nual report covering the fiscal year ending Septem- 
ber 30, 1924. Such a campaign, he believed, would 
reduce the death rate from tuberculosis in Nova 
Scotia by fifty per cent. During the year the sana- 
torium treated 632 patients, including 401 civilians 
and 231 ex-service patients. At the close of the 
fiscal year there were 126 civilian patients (67 men 
and 59 women), and 57 ex-service patients, a total 
of 183. 


Toronto 
New Heating Plant at St. Michael’s 


A permit was issued on April 9th by the City 
Architect, Toronto, for the erection of a powerhouse 
and central heating plant in connection with St. 
Michael’s Hospital. The estimated cost is $75,000. 
The work will proceed at once. 


Quebec 
Paris Hospital Honors Dr. Lemieux 


Word has just been received from Paris that Dr. 
Edgar Lemieux, son of Chief Justice Sir Francois 
Lemieux, has been named assistant doctor to the 
clinic of Dr. Leguin, of the Necker Hospital of 
Paris. The nomination is made by the University 
of Paris. , 

Dr. Lemieux left Quebec some months ago with 
his family, in order to study surgery for one year 
in France. He has attended the clinics of all the 
large hospitals. He will return to Quebec in Sep- 
tember to resume his duties at the Hotel Dieu Hos- 
pital. 


Chilliwack, B.C. 
X-Ray Equipment Installed 


At a cost of $2,136.15, an X-ray machine and 
accessories have been added to the equipment of 
the Chilliwack Hospital. Mr. George Bradley will 
have charge of the new department. 
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Saskatoon 
Appointments at Sanatorium 


The Saskatchewan Anti-Tubercular League have 
completed taking over the new sanatorium at Saska- 
toon. All of the directing officers of the new sanator- 
ium have been appointed, and in every case the 
appointment is a promotion from similar positions 
at Fort Qu’Appelle sanatorium. Dr. H. C. Bough- 
ton, who has been on the staff of the older sana- 
torium for some time, is appointed medical super- 
intendent, with Dr. R. G. Ferguson, of Fort Qu’Ap- 
pelle, to be director of medical services in both 
institutions. Miss E. E. Love, assistant matron at 
Fort Qu’Appelle, is to be matron here, while R. C. 
Roberts, chief clerk at Fort Qu’Appelle, will be 
secretary at the new hospital, and as such will have 
general supervision of all business. W. Fowkes, 
assistant steward at Fort Qu’Appelle, becomes stew- 
ard here and purchasing agent. Percy Hunt, assist- 
ant X-ray Technician at Fort Qu’Appelle, will be 
technician. All other emlpoyees on the staff will be 
Saskatoon residents. 


London, Ont. 
Sir Adam Beck Donates $10,000 


As a start for the fund being raised to pay off the 
mortgage on the Queen Alexandra Sanatorium at 
Byron, near London, Sir Adam Beck, who is at 
present under treatment at the Johns Hopkins Hos- 
pital at Baltimore, has donated $10,000. 

Recently Premier Ferguson announced that, at 
the solicitation of the London Health Association, 
of which Sir Adam is President, the sum of $50,000 
had been placed in the estimates for the sanatorium, 
with the stipulation, however, that the association 
raise at least an equivalent amount. To this end 
Sir Adam has made the $10,000 donation, and it is 
the hope of the association that at least $150,000 
may be raised, the intention being that any addi- 
tional amount over the mortgage should be set aside 
as an Endowment Fund. 


Vancouver 
Nurses Appointed to New Posts 


A number of the nurses who have been in training 
at the Vancouver General Hospital for the past 
three years and who will officially graduate and 
receive their diplomas with the spring class of ’25, 
have now completed their courses and accepted 
posts in the various hospitals throughout the prov- 
ince. These youthful Florence Nightingales have 
been the raisons d’etre for many interesting social 
affairs lately. 

Miss M. Carpenter, Nelson Street, entertained 
recently in honor of Miss Z. Doraty, who has since 
left to join the staff of the General Hospital at 
Ocean Falls. Miss W. G. Langdon, Cambridge 
Street, was one of the hostesses who feted Miss L. 
Wharton, when about fifteen guests were present 
at the tea hour. Miss Ruth Yeandlechas left to take 
up duty at the Penticton Hospital, while Miss Eva 
Neilson will be a member of the hospital staff at 
Kimberley, B.C. After a short vacation, Miss Mae 
Armstrong, ‘who\has but recently completed her 
training, will resume her nursing duties. 
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There Was a Young 
Nurse Who Wore 


An Old Shoe.-- 


But that was a long time ago. She 
wore an old shoe because she thought 
she couldn’t find anew shoe that would 
be comfortable. Now she wears the 
Relief, the Walk-Over shoe with the 
extra-wide tread, the narrower than 
usual heel—a combination that makes 
it as comfortable as a prayer meeting 
and as smart as a bridge party. 


It is made only by Walk-Over and sold 
only at the Walk-Over Store. 


The Relief is sold in Oxfords, Slippers 
or Boots. Measuring charts sent on 
request. 


A Wals-Over 


BOOT SHOP 
es 290 Yonge Street 
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A new handle! 


ESIGNED to meet the 

requirements of certain 
branches of ‘surgery not 
heretofore covered by Bard- 
Parker knives. The new No. 
5 handle combines the shape 
and balance of the ordinary 
scalpel with the advantages 
of a B-P detachable blade. 


The handle is in one piece, 
with no springs, catches or 
other devices to get in the 
way, or to make sterilization 
uncertain. A dull finish pre- 
vents the handle from slip- 
ping when in contact with 
wet, rubber gloves. 


The surgeon possessing the 
three Bard-Parker handles, 
including the new No. 5 
handle, and the seven pat- 
terns of blades is enabled to 
perform a majority of opera- 
tions formerly made with the 
wide varieties of solid knife. 





Moreover, with a Bard- 
Parker knife, the surgeon 
has a new keen blade for 
every operation while saving 
half the cost of resharpening 
an ordinary scalpel. 


Nos. 10, 11 and 12 blades fit 
the No. 5 handle. Blades 
packed one half-dozen of a 
size to the package. For 
further details ask your 
dealer. ; 


No. 5 


BARD-PARKER COMPANY. Inc. 
150 Lafayette Street. New York. N.Y. 
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Kamloops, B.C. 
Have Opened New Laboratory 


The new laboratory of the Royal Inland Hospita: 
is now completely equipped, and was opened last 
month by Dr. H. E. Young, provincial health officer. 

A. M. Tyrrell has been re-elected chairman of the 
board of directors and William Brennan vice-chair- 
man. The other directors are R. A. Bethune, L. T. 
Blair. S. C. Burton, F. W. Carr, E. Fisher, A..S. 
Fraser, J. A. Gill, H. W. Howard, R. A. Thompson, 
R M. Turner and Ald. W. A. Foote. 


Toronto 
A. J. Swanson at Toronto Western 


Formerly chief purchasing agent for the D.S.C.R. 
at Christie Hospital, Mr. A. J. Swanson has been 
appointed head of the new purchasing department, 
which expansion has made necessary at the West- 
ern Hospital. With the maintenance cost of the 
institution now amounting to about $1,000 per 
working day, it is felt at the hospital that the new 
department will remove a considerable portion of 
the work of administration from the present official 
staff. 


Quebec 
Quebec’s New Hospital St. Marie 


A new private maternity and children’s hospital 
wi:l be incorporated and opened in Quebec on the 
first of May next, it was learned from deputy cor- 
oner Dr. Jules Vallee, who with Dr. Georges St. 
Armand, has decided to found and operate the new 
institution which will be known as the Hospital St. 
Marie. : 

The hospital will be located at 1136 St. Valier 
street, on the site of the old parish church of St. 
Malo and in its two storeys will provide accommo- 
dation and room for twenty-five or thirty beds at 
the outset. If need be, it was explained by Dr. Val- 
lee, the place may be made larger later on. 


Malone, Que. 
Memorial Hospital to Raise Funds 


Handicapped by an indebtedness of $35,000 which 
represents the maintenance deficit for the last three 
years, money borrowed, and the amount needed for 
vital repairs, the Board of Trustees of the Alice 
Hyde Memorial Hospital, at Malone, is seeking the 
co-operation of townspeople in supporting a drive 
to raise the necessary funds, and it will be launched 
at Malone and district on April 20th. 

Chairman W. W. Smith, in announcing the drive,- 
declared that the ‘hospital has struggled along for 
the last ten years without resorting to a public 
appeal for funds, although the income derived from 
the care of patients, as in most public hospitals, has 
been wholly inadequate to meet the operating ex- 
penses. With the burden growing greater each 
year, and the alternative of closing the doors of the 
institution facing the trustees, resort to a public 
appeal for support remained as their only recourse. 
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marred by your outward appearance. 


WE INSTIL “FORM” IN OUR “UNIFORMS” 
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Style No. 8400 Style No. 8200 Style No. 8100 


Order or Postal Note accompanies order. 


me ~— CORBETT- COWLEY 


AND FINANCED Limited 
| CANADA 96 Spadina Ave.. 314 Notre Dame St. W. 
BY CANADIANS TORONTO MONTREAL 








GRADUATING ? 


After months of diligent study, close application to duty, strenuous work and earnest effort, you are now 
approaching the period of “Achievement.” You will come under the gaze of astute critics; what you wear, 
and how you wear it, will be subjects for comment. The brilliance of your graduating can be made or 





Forestall any possible hitch in your final plans and preparations by ordering your uniforms at once. 
Years of experience have enabled us to anticipate the nurse’s requirements with regard to uniforms. With 
expert designers, first-class operators, combined with strictest supervision, our gowns are unexcelled. 


BY INSISTING ON HAVING SATISFACTION IS ASSURED 
f UNIFORMS 








~ 
Style No. 7700 


Styles No. 8400-8200-8100 in Corley Poplin, at $6.50 each, or 3 for $18.00 
Styles No. 8400-8200-8100 best quality Middy Twill, at $3.50 each, or 3 for $10.00 
Style No. 7700, in best quality Indian Head, at $3.50 each, or 3 for $10.00 


Prices do not include Caps. Sent prepaid anywhere in Canada when Money 


When ordering give bust and height measurement and refer to ‘“‘Dept. A.’’ 


WORKMANSHIP 
AND 
MATERIAL 
UNCONDITION- 
ALLY 
GUARANTEED 
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‘--that 
Invisible 


Stiffness ”’ 


N unusual phrase describing an 

unusual product. Satin Finish im- 
parts body and stiffness to the fabric 
without any indication of its presence, 
on the surface. No matter whether 
Satin Finish is used cooked or raw, it 
penetrates. There will be no highlights, 
no smeary spots, no sticking—just the 
smooth even appearance of a new piece 
of goods. Satin Finish is an adaptation 
of a textile mill sizing to laundry require- 
ments and enables you to renew the 
original appearance of coats, aprons, 
caps, gowns, uniforms, etc., 
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Patients to Give Security Before 
Admittance 


Rural patients seeking admittance to the Royal 
Alexandra or Isolation hospitals, Edmonton, will be 
required to either provide for charges when taken in 
or give some security after June 1 if a notice of 
motion that was given by Alderman Bury at council 
meeting in April, is finally adopted. 

The proposal is to either have the charges secured 
by the patient or by the municipality from which 
the patient has come. The matter came up after a 
report from Dr. H. R. Smith, Medical Superinten- 
dent of the Hospital Board, had been received. 

This report showed that in 1923 the total loss on 
country patients admitted to the Royal Alexandra 
Hospital was $8,603, while it was $2,833 at the 
Isolation Hospital. The total collected at the Royal 
Alexandra from rural patients in that year was 
$66,514 and $1,702 at the Isolation. 

The hospital superintendent recommended that 
more emphasis be placed on the work of collection 
data as to the ability of rural patients to pay; also, 
that a special effort be made to get the municipali- 
ties to assist the city in collecting these accounts of 
outside patients. 

When the report was received, Alderman Bury 
gave notice of the following resolution: 

“That from and after June 1 no patient from 
places outside the city be admitted either to the 
Alexandra or Isolation Hospitals unless at the time 
of their admission the charges of the hospital are 
provided for or secured, either by the patient or by 
the municipality from which he or she may have 
come. And that notice of this regulation be pub- 
lished in the Saturday issue of the Edmonton Jour- 
nal and Edmonton Bulletin and be communicated 
to all medical men who may from this date send 
patients from such outside places to enter either of 
the two hospitals.” 


London Hospital Accommodation 
Taxed to Limit 


Despite the fact that there is no epidemic preva- 
lent in the city, the number of patients at present in 
Victoria Hospital, London, Ont., is larger than at 
probably any other time in the institution’s history, 
and its accommodation is being taxed to the limit. 
All of the wards are filled to capacity, and if the 
rush continues, beds in the office will be required. 

The number of patients at Victoria a few days 
ago reached the high total of 334. It is made up of 
cases of illness of various kinds, patients admitted 
for operations and a few accident cases. The num- 
ber is considered extraordinary, especially in view 
of the fact that the admissions are not the result of 
an outbreak of any epidemic. 

St. Joseph’s Hospital also reports a heavy demand 
for accommodation, though the wards have not been 
taxed to such an extent that any special provision 
is necessary. At St. Joseph’s it is reported that the 
rush began at the new year, and has continued ever 
since, making the past three.months an exception- 
ally busy period. 
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Washing won’t injure a 


FLATTINE painted wall 


A softly pleasing velvety finish for Hospital walls and 
woodwork. A finish that can be washed with soap and 


iy ~ ; ui) } 
i orn ne | 
water without marring its beauty. 


Just the thing for the Hospital ward interior. And so 
easy to secure with 


FLATTINE 
INTERIOR WALL FINISH 


The beauty of a Flattine finished surface in only equalled by its wonderful 
durability. The fact that it is washable assures clean, sanitary walls and 
woodwork at all times. 





A post card enquiry will bring you detailed 
particulars and prices. Write 
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The Type A-25 “MORSE” WAVE GENERATOR 


RENDERS A DEFINITE SERVICE | 
TO THE | 


MODERN HOSPITAL | 


Readily movable from room to room, the ‘‘Morse’’ 
Wave Generator provides exercise to the patient unable | 
to leave the bed. 





Prevents or relieves constipation, prevents adhesions, _ 
restores tone to inert muscle tissue, softens and breaks 
up fibrosis, relieves pain. 


We welcome your investigation. 





Write Us for Information 


GENERAL X-RAY COMPANY 
PARK SQUARE BLDG. BOSTON, MASS. 
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Conveying Apparatus for the 


Community Hospital 
By B. Evan Parry, M.R.A.LC., from a_ booklet 
issued by the Dept. of Health, Ottawa. 


Elevators. 

The necessity for safe and reliable elevator ser- 
vice is apparent for every hospital of over one 
storey in height, and the only type of elevator to be 
considered is the electrically driven elevator. Since 
electric current is available either by direct indi- 
vidual units in the building or from the municipality, 
motor power, whether direct current or polyphase 
alternating current, affords satisfactory results. 
Of the two, the direct current elevator is preferable, 
inasmuch as direct current electrical apparatus is 
quieter in operation than that operated on alternat- 
ing current. 

The driving or hoisting machine should be in the 
basement or lowest floor of the building, and not 
directly above the shaft. The machine should be 
placed on a substantial concrete foundation, which 
foundation should be kept clear of all footings of the 
building. The walls of the motor room should be 
insulated or sound-deadened. 

The minimum inside size of the elevator car 
should be five feet wide by seven feet deep, in order 
that stretchers may be carried, attended by one of 
the staff. Car speeds can be proportioned to the 
length of travel, and in the case of a building of 
the height of a small community hospital 100 to 150 
feet per minute will be found a practical speed to 
travel. 

The method recommended for car control, since 
a single installation of elevator would only be neces- 
sary, is that of the automatic type, with push button 
control. With this type of controlled elevator, any 
of the hospital attendants can call or despatch the 
car. Key-operated push buttons may be used at 
the landings, if it is desired to restrict the operation 
of the elevator to certain persons, the keys being 
placed in the hands of those whom it is desired 
should operate the car. A new device is now on 
the market for automatically bringing the car plat- 
form exactly on a level with the floor at a landing. 
This device obviates the discomfort to patients on 
stretchers or in wheel chairs occasioned by the ele- 
vator stopping an inch or so out of level with the 
landing, and also the means of preventing a waste 
of heavy starting current. 

The car should be of plain panelled enamelled 
steel, with an entirely covered roof, or nearly so, 
and a plain thin band of stained and wax-finished 
hardwood fixed at the height of the hubs of the 
stretcher wheels. This band takes care of the wear 
on the car, and obviates the continual refinishing 
necessary where this band is not fixed. 

Dumbwaiters. 

Hand operated dumbwaiters are practicable and 
therefore recommended where the travel is not of 
more than two or at most three storeys, and since 
the service for a small community hospital is a light 
one, dumbwaiters operated by hand are both ser- 
viceable and practicable. Care should be taken that 
the installation is fitted with efficient brakes to hold 
the car at the required stops, and the gearing should 
be as noiseless as it is practicable to make it. The 





HOSPITAL May, 1925 

















S. G. Barnstead | 


Nursing Bottle 
Sterilizer 








ies meet constantly increasing de- 

mands, we have perfected a 
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minimum size of car recommended is that of approx-_ |} ee 


imately two feet by three by four feet high, with one |} QGiey, ‘6s ” 
hinged shelf, and either made of hardwood or steel, Soe VZ HYGIENIC” 





except in the cases where food service cars are Red C 
brought from the main kitchen to the food service |, yy e ross 
or diet kitchens on the various floors, in which case |} Cs i Enameled Ware 
it may possibly require to be increased in size. il 

Automatic electric dumbwaiters are obtainable, | OUR OWN 14 POINTS 
and need only be used where the service exceeds | i _eetia Seeal Mace: 
that already described. 2—Finest Ingredients. 

Laundry Chutes. 3—Each Article Four-Coated. 
The usual method in the collection of soiled linen 4—Acid and Fire-Proof. 


5—Difficult to Chip. 





is that by canvas bags, which bags are held in | 6—Will Not Peel Away from Chip. 
enamelled iron holders until the bags are full, then 7—Handles and Spouts Solidly Welded. 
closed and sent to the laundry. These bags should | 8—Durability Unequalled. 

be kept in the utility rooms. Infected linen requir- Pat oe age oe din, 

ing disinfection should be handled separately, and 11—Made by Experts of Lifetime Experience. 
not put into the general laundry bags. Although 12—Only Complete Line in Existence. 

the usual practice is for the bags to be taken down | 13—In Every Hospital in the Country. 

on the elevator, it is a great convenience, and | 14—Fully Guarentecd. 

strongly recommended, to have a clothes chute, into 81 Spring Street 


which the bags can be dropped to the basement, || L. D. CAHN CO. » NEW YORK CITY 
from whence they are taken to the laundry. By | 
this method no contamination of the clothes chute | 
takes place, and, consequently, the necessity does 





(Canadian Representatives) 





not arise for supplying special means of cleaning || WRIGHT & CO. 

the chute. The chute should be made of light plate || 234 Beaver Hall Hill 

iron, with all joints butted and all rivets counter- | Montreal, P.Q. 

sunk, so that the interior of the chute may be_ | Canada. 

smooth. The diameter of the chute should be at 

least two inches greater than the diameter of the The New Ottawa Civic Hospital is equipped with 
bags when filled. Approximately the chutes will our “‘Hygienic’”’ Red Cross Ware. 





vary from 18 to 26 inches in diameter. 

Each floor served by the chute should be provided 
with a door thirty inches high by the width of the — ]} 
diameter of the chute, the frames of these doors | 





being of angle iron and the doors plate iron with R 

spring hinges, latches, and light checks to keep the Wrought lron ange Co. 

doors from closing noisily. A plate iron collar, the |) OF CANADA. LIMITED 

bottom sloping 45 degrees to carry the bags into the | 4 

vertical chute, should be fixed from the frame of the — |} 

door into the chute. Since vacuum is created by the | 

clearance around the bags down the chute, although — |} 
| 


Manufacturers of 


Kitchen Equipment 


the clearance around the bags hereinbefore recom- 
mended will reduce this vacuum, a further precau- 
tion is advisable in the provision of an air inlet 


about eight inches square, with a wire screen placed For 
in the top of the chute. Means should be provided - }} . P 
for arresting the momentum of the falling bags at | Hospitals, Institutions, 
the bottom of the chute. Other methods of con- || 
struction of clothes chutes consists of sections of |) Hotels, Restaurants 
cast iron lined on the inside with glass enamel and | : 
provided with a flushing device at the top of the || and Cafeterias 
chute and drain at the bottom. The use of a sheet || 
iron lined wooden chute should be avoided. 
‘ Halifax | Ranges — Carving Tables—Tea and 
Children’s Hospital to Get $50,000 © . eesill® pts 
‘The-Chikdren’s Hospital of Halifax will eventual. || . C™®® Ure EieieateeCatlep 
ly receive $50,000 as a legacy from the late Dr. John” | Potato Parers. 
F. Black, a former citizen of Halifax, who died in ] 
England recently. At present, aside from certain |) Re-Tinning and Repairing a Specialty. 


direct legacies which he left to a number of Halifax | 

interests, the estate is left entailed while his sisters || 

live, three of them in California and one of them in || 149 King St. West, Toronto 
Halifax. On their death the residue of the estate || 

will go to the Children’s Hospital of Halifax. ws 
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To the 
Dietitian--- 


The value of Junket in the sick 
room diet hardly needs emphasiz- | 
ing. Providing all the food value | 
of milk, pre-coagulated for easier | 
digestion, and in tasty form that 
patients enjoy. Junket deserves a 
regular place on your menus. 


Send for our helpful recipe book. 


The Junket Folks 


Chr. Hansen’s Laboratory | 
201 Church St. - Toronto | 


NET WEIGHT 
¥6 OUNCE 





PREPARED ONLY 
ev 


ConHansens |) 
LABORATORY INC 








Uitie Fale MZUSA 




















Gendron’s 


Invalid Chairs | 


“‘The Standard for Years’’ 


40 years’ of experience in 
the making of Invalid 
Chairs ‘has taught us how to 
manufacture chairs of the 
very highest grade in which 








are incorporated _ special 
features to be found in 
Gendrons exclusively. | 





Made in Canada 


Write for Catalogue | 


Gendron Manufacturing Co., Limited 
125-141 Duchess St., Toronto _ | 




















William Lyon Somerville 


Architect 





HOSPITALS AND _ INSTITUTIONS 
PARTIAL OR COMPLETE SERVICES 





TWO BLOOR STREET WEST 
TORONTO - - CANADA 














A Diploma Worth Framing | 


That’s the kind you want to give your- 
graduating nurses and interns. It means 
the completion of a long and arduous 
labor—make it something worthy of 
what it represents. Our diplomas are of 
this sort. 


Prices and samples free on request—by return mail 


‘Midland Bank Note Co. 


840 East Ovid Avenue - Des Moines, Iowa 
Successors to 


G. H. RAGSDALE & COMPANY 
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Among Our Hospitals | : 
By 





x Royal Jubilee Hospital 
aa Victoria U 


XS v 


In connection with the formal opening of the new 
wing of the Jubilee Hospital which was opened last 
month, the directors have published a very inter- 
esting booklet containing a history of the earliest 
beginnings of the hospital, a history which dates 
back to the day in 1858, sixty-six years ago, when 
the venerated Bishop Cridge found lying on a mat- 
tress inside his gate a sick man whose friends had 
taken him there as the sole place of refuge at that 
time available. 

For the most part the information has been gath- 
ered by Mrs. R. S. Day, whose husband, the late 
Mr. R. S. Day, was for years president of the board 
of directors. Both Mr. and Mrs. Day were personal 
friends of the late Bishop Cridge, and it is conse- 
quently with the greatest appreciation of his gen- 
erous and saintly character that the latter tells of 
the incident which led up to the organization of a 
hospital there: 

The Rev. E. Cridge was appointed Chaplain of 
the Hudson’s Bay Co., Victoria, in the year 1854, 
and on Sunday morning, April 1, 1855, he and his 
bride arrived from England on the Marquis of Bute. 

At first they lived in The Fort (Fort Victoria) in 
a building situated where the Canadian Bank of 
Commerce now stands, but at the end of the year 
(1855) they moved into “The Parsonage” on Hum- 
boldt Street, which, with the “Church on the Hill” 
(Christ Church), was built by the Hudson’s Bay 
Co., out of the colonial funds. 

It was in 1858 that one day a sick man was found 
lving on a mattress inside the gate of this Parsonage. 
The man admitted that he had been brought there 
by certain parties, who shall be nameless. “I asked 
him,” said the Bishop, “why they had brought him 
to my house, and clandestinely, too?” “Oh,” he 
said, “thev thought you were the proper man,” and I 
suppose I was under the circumstances. So the 
Parsonage became the first Home Hospital in the 
colony. 

Appeal was made to the Governor to nominate a 
provisional committee, this consisting of Mr. Dallas, 
a director of the Hudson’s Bay Company; Mr. A. F. 
Pemberton, magistrate and commissioner of police; 
and Bishop Cridge, district minister of Victoria. 
The first hospital was a cottage temporarily rented. 
It stood at the corner of Yates and Broad Streets. 
Mr. and Mrs. W. S. Seeley were put in charge, with 
a man of Spanish extraction as the “man of_all 
work.” The first patient was a man called Braith- 
waite. Others soon followed, so that the cottage 
was generally full. As the necessity for more ac- 
commodation became urgent, the committee was 
enlarged and set to work to secure a suitable site 
for a building. On land which later became the 
site of the Marine Hospital a wooden building was 
erected, Dr. Trimble was appointed medical officer 
in charge, the constitution and by-laws were drawn 
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up, and the Royal Hospital became an accomplished 
fact. Before the end of that year further accommo- 
dation was found necessary, and an appeal was sent 
to the Colonial Secretary. 

The Hon. J. S. Helmcken was elected president 
about this time, and under his capable management, 
and the assistance given by the Government, the 
debt was cleared, “and the hospital grew and pros- 
pered.” 

In the following year, 1868, the need of hospital 
accommodation for female patients arose. A grant 
of £150 was given by the Government towards this 
object. The idea of building a female infirmary 
rather than a female ward for the existing Royal 
Hospital, was taken up, and on Wednesday, No- 
vember 23, 1864, the corner-stone was laid by Mrs. 
Harris. 

The upkeep of this infirmary became too heavy 
a burden for the ladies, and in 1869 Dean Cridge 
proposed the union of this institution with the Royal 
Hospital, the consummation of the plan taking place 
very shortly afterward in the establishment of the 
early beginning of the institution which is now the 
Provincial Royal Jubilee Hospital. 


Montreal Nurses Acquire New Home 


The desire of the Montreal Graduate Nurses’ As- 
sociation for a club house of their own is now on 
the way to fulfilment, the Association having pur- 
chased the building occupied by the late Dr. Lock- 
hart’s private hospital, 38-40 Bishop Street. For 
some years the nurses have been working towards 
the objective of a club house, which would be not 
only a centre for their professional activities, but 
also would afford a social meeting place to which 
a home-like atmosphere might be given. 

The premises acquired are being done over to 
make them suitable for the purpose. There will be 
a reception and living room, where nurses can make 
themselves at home, and can entertain friends. Par- 
titions are being removed to leave a large hall on 
the ground floor, where meetings may be held, and 
this will be available for renting by other organiza- 
tions. There will be a dining-room on the same floor 
as the reception room, and residents will have kit- 
chen privileges. The registrar and secretary of the 
Association will have their office at this centre, and 
there will also be a number of bedrooms available 
for nurses, twelve such rooms being allowed for in 
the plans. There are wide verandahs and a garden 
at the back of the house, and the location is con- 
sidered a good one. 

The price the Association is paying for the build- 
ing is $29,000, while repairs and reconstruction will 
cost about $5,000 more. Through efforts in the way 
of bazaars and investments in the past few years 
the Association had on hand a sum which enabled 
them to pay $10,000 down. It is the intention to 
make a money-making effort in the fall, the first 
bazaar, held some three years ago, having raised 
about $7,000. The club house, it is expected, will be 
self-supporting, leaving special amounts raised to 
be devoted to paying off the mortgage. 

The club will be opened formally in May, if pos- 
sible, on the birthday anniversary of Florence 
Nightingale. 
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MARY FRANCES KERN 


SATISFIED CLIENTS 


When St. Luke’s Hospital of New Bed- 
ford, Massachusetts, needed extension funds 
the trustees selected the Mary Frances 
Kern Organization to conduct their cam- 
paign. 

The following letter, written at the con- 
clusion of their recent drive, shows it is felt 
that no mistake was made in their choice 
of professional assistance :— 


Mrs. Mary Frances Kern, 
1340 Congress Hotel, 
Chicago, Illinois. 


My Dear Mrs. Kern: 

The hard-wording campaign organization which 
you set up here is one of the largest ever assembled 
in New Bedford, and reflects credit upon your 
energetic efforts and plan of campaign. 

The excellent literature and publicity work, we 
believe, will be very valuable to the institution from 
an educational standpoint, and the handling of the 
industrial workers’ collections is an incidental 
development of the campaign. activities, establish- 
ing a precedent which in itself would make the 
undertaking worth-while. 

We will be pleased to commend your work, 
particularly in respect to organization methods, 
pep and publicity, to any institution needing pro- 
fessional assistance in fund-raising efforts. 

Very truly yours, 
ST. LUKE’S HOSPITAL. 
By Henry T. Crapo, 
Vice-Pres., St. Luke’s Hospital. 


Satisfied Clients are the evidence of 
successful service conscientiously rendered 


MARY FRANCES KERN 


Financial Campaigns 
1340 Congress Hotel 
CHICAGO - USS.A. 


51 E. 42nd St. 73 Adelaide St. West 
NEW YORK CITY TORONTO, CAN. 
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Canada’s Premier 
Disinfectant 


Conforms to strictest standards of uniformity 


Contains no free alkali or im- 
purities. Supplied to hospitals in 1 and 
5-gallon tins and 45-gallon steel drums. 
Samples and prices on request. 


Also in Solid Form for Doctors and Nurses. 


and purity. 


Manufactured only by 


Polusterine Products Company 
of Canada, Limited 
168-170 Ontario Street - - TORONTO 
































Frencodkmebibens 


Antidolorin 


(Ethyl Chloride of Guaranteed Purity) 


Free from Acids, Aldehydes, Sulphur, Cpds., 
Ether, Alcohol, moisture and free chlorine. 

Containers—60 and 100 gm. glass tubes, with 
automatic closure caps. 


ETHER—“ Pro Narcosi” 


A Sulphuric Ether, manufactured with the 
greatest of care under expert supervision, being 
stronger and purer than the U.S.P. 9th Edition 
requires. Entirely free from impurities. 


CHLOROFORM, U.S.P. 


A doubly rectified product free from free 
chlorine, chlorinated decomposition products, and 
other impurities. 


When Anaesthetics are required, the purest 
is the safest. Specify FRANCO-AMERICAN. 


J.A. MacDonald, Phm.B. 


(Canadian Representative) 
101 College Street, Toronto 


Obtainable from any reliable dealer. 
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Hospital Exhibitors Help the Conventions. 

An interesting booklet has just been published 
by the Hospital Exhibitor’s Association, an organiz- 
ation comprised of many of the prominent business 
houses which serve the hospitals and exhibit at the 
various Hospital Conventions. 

In the booklet are set forth the reasons why the 
Association was formed, what it has been able to 
do so far and what it hopes to accomplish in the 
future. 

Until the Hospital Exhibitor’s Association was 
organized the Conventions of the American Hos- 
pital Association and the Catholic Hospital Associ- 
ation were most unsatisfactory from the viewpoint 
of both delegates and exhibitors, but by co-operating 
closely with the officers of the two big Hospital 
Associations the Executive Committee of the Hos- 
pital Exhibitor’s Association has been of great as- 
sistance in making recent conventions a success. 

Those who attended the American Hospital Asso- 
ciation Convention in Buffalo last October agree 
that the exhibits were both attractive and instruc- 
tive. It would, as a matter of fact, now be almost 
as hard to imagine a successful Hospital Convention 
without exhibits as to picture the Canadian National 
Exhibition minus the displays of all commercial 
houses. 

While the Hospital Exhibitor’s Association has 
been in existence only two years it has changed 
the Conventions from market places to places of 
exhibition where superintendent and exhibitor may 
get together on a friendly basis and establish a busi- 
ness relationship based on confidence and good will. 


X-Ray Company Moves 

The Burke Electric & X-Ray Company of 
Toronto has moved from 357 College Street to 
larger and more suitable premises at 490 Yonge 
Street. The new location is much more central, 
and the firm now has 3,400 square feet of floor 
space devoted exclusively to X-Ray and Physio- 
Therapy. 

The Service facilities include complete machine 
shop and electrical testing laboratories. such as are 
usually found only in the plants of large manufac- 
turers. In order to insure prompt delivery, a stock 
of spare units for all makes of machines is kept on 
hand. 


Negotiating for Hospital at Tisdale. 

Late last fall there was an agitation in Tisdale, 
Sask., for a hospital, several meetings being held 
in the town and in the surrounding school districts 
and signatures of the ratepayers being secured sanc- 
tioning their moral support of a hospital under the 
management of an order of sisters specialized in 
the work. 

Following the sending of these numerous peti- 
tions to the Bishop of Prince Albert and Saskatoon, 
negotiations have been entered into. The Rev. Sis- 
ter Provincial of the western provinces has been in- 
structed to visit Tisdale in order to ascertain condi- 
tions there and to consider the proposals made by 
the town and district. The Rev. Sister Provincial 
will visit Tisdale towards the end of April or the 
first part of May, after which a final decision will be 
reached. 
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CLASSIFIED 
DEPARTMENT 


j 

| CLASSIFIED RATES 

Four cents a word each insertion. A discount of 
| 10% allowed on orders for six or more insertions when 
payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


CHANGE OF COPY 
Advertisers desiring change of copy should see that 
| same reaches office of publication by 15th of month 
preceding issue. 
i 




















Positions Open 


POSITIONS—Positions secured for superintendent of nurses, graduate 
nurses, technicians, dietitians and anesthetists, any place in the United 
States or Canada. If you are not satisfied or are ‘looking for a sition 
elsewhere, write us for particulars. Eastern Registry for urses, 
Hartford, Conn. tt 








WANTED—Accredited graduate nurses, - dietitians and ‘technicians; posi- 
tions available in every section of the country; each applicant given 
individual attention; send for registration form. Medical Bureau, 
Marshall Field Annex, Chicago. tf 


Positions Wanted 


WANTED-—Situation for accredited graduate nurses, technicians and 
dietitians; candidates available for every kind of position—from general 
duty nurse to hospital executive; references investigated always; services 
gratis to employers. Medical Bureau, Marshall Field Annex, Chicago. tf 








WAN TED—Graduate dietitian angiies position as Sead dietitien. Ontario 
preferred. Graduate McDonald Institute and Lakeside Hospital, Cleve- 
land, Ohio. Two years’ experience; complete charge. Available im- 
mediately. No. 670 Aznoe’s Central Registry for Nurses, 30 North 
Michigan, Chicago. 5 


WANTED—Experienced nomial | executive desiven epeltion as _Super- 
intendent of Nurses, tuberculosis institution preferred. Registered in 
Ontario. Fully equipped. Available immediately. No. 671 -Aznoe’s 
Central Registry for Nurses, 30 North Michigan, Chicago. 5 








Schools of Instruction 


WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, West 110th 
St., New York City (155 gynecological beds, 50 obstetrical beds). 

Affiliations offered to accredited training schools for three months’ 
courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic, clinics 
and ward management. Three months in obstetrics. Three months. in 
operating room technic and management. Théoretical instruction by 
attending staff and resident instructor. Post-graduate students receive 
allowance of $15 monthly and full maintenance. 

Nurse-helpers employed on all wards. For further particulars address, 
Directress of Nurses, Woman’s Hospital. 10 


Nurses Wanted 


WANTED—Two graduate nurses for general duty positions, Michigan 
location; very desirable openings in 100-bed hospital. Write or wire im- 
mediately No. 672 Aznoe’s Central Registry for’ Nurses, 30 North 
Michigan, Chicago. 5 


Miscellaneous 











BOOKS—Medical and selected 5g books covering all subjects. Our 
stock is always up-to-date. The J. F. Hartz Co., Limited, Toronto and 
Montreal. tf 


DIPLOMAS—ONE OR A THOUSAND~—Illustrated ‘circular B mailed 
on request. Ames & Rollinson, 206 Broadway, New York, N. : ti 





CLASS PINS—Write for our catalogue of class pins, rings, ete., for 
hospital training schools. We make special designs on request. Trophy 
Craft, Limited, 12 King Street East, Toronto, Canada. ti 


OFFICE FURNITURE—Desks, flat and roll top; chairs, filing eiibsee. 
typewriters, etc. Capital Salvage Co., Limited, 107 Adelaide West, 
Toronto. tf 














SURGICAL INSTRUMENTS look nev new again ‘whee. re-plated by. our 

ecial process. We guarantee first-class work and prompt service. 
Write for prices or send a trial order. Wm. McCann, 114 Jarvis Street, 
Toronto. tf 








But don’t charge these off as losses. We 


SOME PATIENTS have special. means of bringing in this 

WON'T PAY THEIR = '™"¢Y for you. Write,us To-day. 

HOSPITAL BILLS! THE MEDICAL AUDIT ASSOCIATION 
81 Victoria Street, Toronto 7 
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STERILIZERS 


should be bought for a life-time of 
service 


BRAMHALL DEANE 
STERILIZERS 


will be found in numerous 
hospitals where they have 
given the highest satisfaction 
for years. You will make no 
mistake in selecting a 
BRAMHALL DEANE 
STERILIZER 


Send for Sterilizer Blue Book 











Bramhall Deane Co. 


263 C West 36th Street 
NEW YORK 


| 




















Made in Canada 


HOLD-FAST 
Medical Bags 


Are Durable 


Sold only by the 
Leading Supply Houses 


wy 


Manufactured by 


W. & J. Mitchell, Limited 


TORONTO 
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Three Rivers to have Modern 
Tubercular Hospital 


It is announced that the project to establish in 
Three Rivers a hospital for tubercular cases has 
been approved by the Government, which has been 
actively solicited in this matter for some time by the 
local deputy, Mr, L. P. Mercier, M.P., the City 
Health Officer, Dr. O. E. Desjardins, and high off- 
cials of the Provincial Board of Health, 

It is believed that the new hospital will be sub- 
sidized to the extent of fifty beds by the Govern- 
ment, while the industries and the City of Three 
Rivers will also likely contribute towards the main- 
tenance of another twenty-five beds each. This will 
give a capacity of one hundred beds, and would make 
the proposed hospital a real asset in the work being 
performed so actively by the Centre of Demonstra- 
tion in the fight against tuberculosis. 

While the site of the new hospital is not definitely 
fixed, it is believed that the most suitable location 
would be on the Coteau,where the air is notably clear 
and where the sandy soil offers an ideal site. The 
hospital would be built outside of the actual limits, 
but would provide for tubercular cases from Three 
Rivers and district. 

It is expected that official announcement of this 
move on the part of the Government will be made 
shortly. The estimated cost of the hospital is placed 


at $100,000. 


Graduate Nurses Change Name 
of Association 


The Ontario Graduate Nurses’ Association disap- 
peared at the close of its convention in London on 
April 14th, and in its stead emerges the Ontario 
Registered Nurses’ Association, with Miss E. McP. 
Dickson of Toronto as its President. The associa- 
tion arranged to hold its 1926 convention in Belle- 
ville in deference to the wishes of members from 
Eastern Ontario. 

The officers elected, in addition to the President, 
were: Vice-Presidents, Mrs. A. C. Josephs, London, 
and Miss Foy, Toronto; Secretary-Treasurer, Miss 
Ellis; Toronto; Executive, Miss H. Carruthers, 
Toronto; Miss L. Holland, Toronto; Miss M. C. 
Foy, Toronto; Miss E. Dyke, Toronto; Miss Agnes 
Malloch, London; Miss E. Hickey, Toronto; Miss 
Arnold, Windsor, and Miss Stevens, Ottawa. 

The alarmingly high. child-birth death rate in 
Canada was given serious consideration at the con- 
vention. It was pointed out that the rate is 13.6 
in Canada, agalinst 2.3 in Norway and Denmark, and 
3.5 in Great Britain. 


The Provincial representative of the Ontario Red 
Cross, Miss Hamilton, called for an increase in the 
number of visiting nurses for outpost hospitals. 
Miss Grace Fairley, of Victoria Hospital, London, 
suggested that young men and women should be 
recruited from the profession to volunteer for lim- 
ited periods in sparsely settled districts, where there 
are few or no medical practitioners. 

After a discussion of unemployment conditions 
among nurses, the convention passed the following 
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resolution: “That the inspector of training schools 
be advised that certain training schools are known 
to employ pupil nurses for special duty, and, in vio- 
lation of regulations, collect a fee, when graduates 
are available.” 














White X-Ray and Surgical 
Supply Company 


80 Richmond St. East, Toronto. Main 5285 


AGENTS FOR 


X-Ray Equipment—Acme-International Cor., Chicago, 
X-Ray Films—Eastman Kodak Company, Toronto, 
Intensifying Screens—French Screen Co., Detroit, 
Ligatures and Sutures—Jaeger-Bigelow Co., Boston, 
Surgical Dressings and Supplies— 

Atlantic Surgical Cotton Co., New York 
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The Hospital Buyers’ Directory | 


A Convenient Reference of Equipment, Supplies and Service 














| 44 Yonge Street - . 





RUBBER GOODS 


| We carry a full line of Rubber Goods for 


Hospitals. Rubber sheeting, Air Mattresses, 
Clinical Thermometers, Face Cloths, etc. 
Please send us your inquiries. 

The Ontario Rubber Co., Limited 


Toronto 
Everything in Rubber 





“If It’s Blankets, Buy The Skelton Brand”’ 


SKELTON 





We specialize in hospital blankets | 
and sell direct from the mills. 





You get better quality blankets 
at lower cost. We supply hun- 
dreds of prominent hospitals. 


BLANKETS 





Write for Complete Set of Minia- 
ture Samples with Prices Attached 


Skelton Woollen Mills Company 


47 KING STREET WEST 











TEA AND COFFEE) 


We make a specialty of supplying Hospitals 


and Institutions 


Better Quality---Better Prices 
Better Service 


Your Enquiry is Invited 


K. G FREEMAN 


31 Front Street East 





TORONTO 





We make and supply the new 
Y standard systems and equip- 
ment for Hospital Record 
Keeping. Samples and com- 
plete information on request. 


System Service Department 


| OFFICE SPECIALTY MEG.@. 


97 Wellington St. W., TORONTO 























| 5533 Woodward Ave. 


—for— 
STERILIZATION 


Accepted the world over as 
a needed safety measure 


A. W. DIACK 








DETROIT, Mich. 


| 





| 569 KING ST. W. 


stm on Bronze Benefactors | 
ee Saat in | 


BRONZE 


Ward Plates—Directory Boards and hw sic a Signs 
re tandard and Bracket SaeR etc. 


itals We Have S 
St. Thomas War Fieepitale Hospital, St. ll Ont.; London 
War Memorial Hospital for Children, London, Ont.; Alexandra 
London, Ont.; Prince Edward County Hospital, | 
Picton, Ont., and others. 


Write Us for Prices and Suggestive Sketches 


J. G. Wickell X Hons 


Art Bronze Founders 
(Ad. 4062) 


Sanatorium, 


TORONTO, ONT. 




















DIPLOMAS & 


FOR NURSES AND INTERNS 
ENGRAVED and LITHOGRAPHED 


Professional Cards,Announcements, &c. 


Established 1880 


Alexanders (able (6. 


6X9 116 King St.W. Toronto @% 


es 


Canadian Laboratory Supplies, Ltd. 


Canada’s Leading Laboratory 
Supply House 


439 King Street West - Toronto, Ont. 














| 
| 
| 
| 
' 





| 114 Jarvis Street - - 


Don’t Use Shabby Silver 
Let Us Replate It 


We will make your Silverware, Nickelware and In- 
struments look new again and wear longer than ever. 


Our customers include many prominent institutions. | 


Send a Trial Order or Write for Prices 
WM. McCANN 


TORONTO, ONT. 


| 








| The Burke Electric & X-Ray Co. | 


| Kelley-Koett and Engeln X-Kay Apparatus — 


| 490 Yonge Street - - 





X-RAY ENGINEERS 


Complete X-Ray and Physio-Therapy Installa- 
tions, Maintenance Service 


Special Equipmeni Made to Order 


New Address: 


Toronto, Canada 














For All Cleanin 


and Launderin 


Gillex is sold to the 
general public in 
sealed packages as 
above _ illustrated. 
For larger buyers 
we pack Gillex in 
125 lb. kegs and 
325 lb. barrels. 








Write for Prices 




















Here is a cleansing material of unique efficiency 
and an extraordinarily wide variety of usefulness. 
It is most effective for all general cleaning pur- 
poses --- washing dishes, silverware, glassware, 
utensils, enamelled and painted surfaces, tiling, 
windows, etc., and is at the same time equally 
effective in the laundry. 


Gillex is a water-softener and oil solvent. It con- 
tains no grit or harmful acid. It will not injure 
the skin or any delicate fabric. 


Gillex is unusually economical. <A little goes a 
long way. It saves. work and saves soap. 





Gillex Removes Dirt Without Rubbing 0") 


Made by the Makers of MAGIC BAKING POWDER 


E. W. GILLETT CO. LTD. 


Toronto, Ont. 








